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FOREWARD 


This  river-mile  index  of  the  Kootenay  River  is  one  of  a  series  of 
reports  issued  on  major  tributaries  to  the  Columbia  River  and  other 
major  streams  in  the  Pacific  Northwest.   The  index  for  the  Canadian 
portion  of  this  basin  was  compiled  by  the  Water  Resources  Branch  of 
the  Department  of  Northern  Affairs  and  National  Resources  with  the 
assistance  of  several  Canadian  federal  and  provincial  government 
agencies. 

Distances  for  the  Kootenay  sections  of  the  river  were  obtained  from 
maps  prepared  by  the  Department  of  Mines  and  Technical  Surveys  of 
Canada  and  the  Department  of  Lands,  Forests  and  Water  Resources  of 
British  Columbia.   Elevations  for  the  conditions  noted  are  referenced 
to  the  Geodetic  Survey  of  Canada  datum.   Average  flows  were  computed 
for  the  period  of  record  up  to  September  1962.   Drainage  area  above 
point  or  structure  designated  was  furnished  by  the  Federal  Water 
Resources  Branch. 

Distances  and  other  data  for  the  United  States  sections  (Kootenai 
River)  were  obtained  primarily  from  the  U.  S.  Geological  Survey 
topographic  maps,  including  recent  advance  prints  for  parts  of  north- 
western Montana,   Supplementary  data  were  taken  from  U.  S.  Forest 
Service  maps  and  other  publications.   Where  multiple  map  coverage 
of  any  area  was  available,  priority  of  acceptance,  in  case  of  conflict, 
was  from  the  most  recent  edition  and/or  largest  scale  map.   The  U.  S. 
Geological  Survey  furnished  information  on  stream  gage  locations, 
drainage  areas,  and  water  elevations  at  key  points.   The  elevation 
of  water  surface  is  shown  in  feet  above  mean  sea  level  at  mean  flow 
for  gaging  stations.   The  Bonneville  Power  Administration  furnished 
information  on  power  lines.   The  Corps  of  Engineers  furnished  inform- 
ation on  dam  sites.   River-mile  locations  for  dam  sites  on  the  Kootenai 
main  stem  have  been  corrected  with  reference  to  the  Kootenai  river-mile 
at  the  International  boundary  furnished  by  the  Department  of  Northern 
Affairs  and  National  Resources,  Vancouver,  B.  C. 

In  making  the  index,  the  river  mile  distances  were  measured  upstream 
from  the  mouth,  normal  to  the  main  channel,  to  the  nearest  tenth  mile. 
One  hundredth  is  added  to  show  the  upstream  order,  when  known,  of  each 
additional  item  at  a  given  point. 

Tributary  streams  are  shown  as  entering  from  the  left  or  right  from  a 
position  facing  downstream.   Unless  otherwise  specified,  river -mile 
distances  for  tributaries  originate  at  the  centerline  intersection  of 
the  main  stream  or  lake  and  the  tributary.   Names  of  streams  are  under- 
lined and  names  of  cities,  towns,  etc.,  except  Canadian  communities 
without  post  offices,  are  capitalized.   Elevations  are  shown  in  feet, 
and  drainage  areas  are  shown  to  the  nearest  square  mile. 

The  entries  include  "unnamed"  tributaries  and  omit  some  that  are  named. 
Streams  and  points  of  interest  included  are  based  on  size  of  drainage 
area  and  degree  of  development. 


ABBREVIATIONS 


BCFS 

B.C.  Hwy 
B.C.  Hydro 
B.C.  Tel. 
BPA 

CM&S 

CPR 

EKP&L 

Federal  D.O.T. 

Federal  D.P.W. 

GNR 

NFD  Road 

PP&L 

Stn  # 

USGS 

WKP&L 

WRB 


British  Columbia  Forest  Service 

British  Columbia  Department  of  Highways 

British  Columbia  Hydro  and  Power  Authority 

British  Columbia  Telephone  Company 

U.S.  Department  of  Interior  Bonneville  Power 
Administration 

Consolidated  Mining  and  Smelting  Co.  of  Canada 

Canadian  Pacific  Railway 

East  Kootenay  Power  and  Light  Company 

Government  of  Canada,  Department  of  Transport 

Government  of  Canada,  Department  of  Public  Works 

Great  Northern  Railway 

U.S.  National  Forest  Development  Road 

Pacific  Power  and  Light  Company 

Station  number 

United  States  Geological  Survey 

West  Kootenay  Power  and  Light  Company 

Government  of  Canada,  Department  of  Northern 

Affairs  and  National  Resources,  Water  Resources 
Branch 
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AND  TRIBUTARIES 


Left  Bank        Centerline             Right  Bank        Mileage  Page 

Kootenay  River  Main 

Stem  (2nd  order) 0.0  1 

Slocan  River.  .  .  .  10.3  1 

Cottonwood 

Creek   24.8  8 

Intersection  of  West 
Arm  and  Kootenay 
Lake  (river-mile  0.0 
for  Kootenay  Lake 

northwards) 46.9  11 

Duncan  River  (North  end 

of  Kootenay  Lake) 38.01  15 

South  End  of  Kootenay 

Lake 76.7  21 

Goat  River 95.6  23 

International  Boundary.  .  .  105.61  24 

Deep  Creek 149.2  26 

Moyie  River  ....  160.9  27 

Yaak  River 177.5  31 

Callahan  Creek  186.4  33 

Lake  Creek 187.0  33 

Pipe  Creek   ....  201.0  34 

Libby  Creek 205.1  35 

Fisher  River  218.2  36 

Tobacco  River   264.0  38 

International  Boundary   271.0  39 


Left  Bank        Centerltne  Right  Bank        Mileage  Page 

Elk  River 285.7  40 

Bull  River 312.3  44 

St.  Mary  River      331.1  45 

Lussier  River  .  359.9  47 

Vermilion  River  451.5  49 


RIVER  MILE  INDEX 

KOOTENAY  ( KOOTENAI )  RIVER 

(2ND  ORDER) 


River 
Mile 

Location 
miles 

0.0 

1.0 
1.1 
1.9 

1.91 

1.92 

2.3 

2.7 

7.2 

8.2 
8.21 

10.2 
10.3 


Description 

Mouth  of  Kootenay  River  at  Columbia  River- 
mile  77*+.  1  (L  bank  Columbia  River),  near 
CASTLEGAR 

Overhead  powerlines,  WKP&L 

B.C.  Hwy  3  bridge,  near  CASTLEGAR 

Powerhouse,  Brilliant  development,  CM&S 
(R  bank) 

Brilliant  Dam,  CM&S 

Overhead  powerlines,  WKP&L 

Little  McPhee  Creek  (L  bank) 

McPhee  Creek  (L  bank) 

Glade  Creek  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
O.k         Local  bridge 

B.C.  Hwy  ferry  crossing,  near  Glade 

WRB  gauge  at  Glade,  Stn  #8NJ-1 
(discontinued) 

Aerial  pipeline  crossing,  Inland  Natural  Gas 


Slocan  River  (R  bank,  3rd  order) 
0.01   Mouth  of  Slocan  River 
0.3    CPR  bridge  near  SHOREACRES 
Q.k         B.C.  Hwy  3  bridge,  near  SHOREACRES 
O.^l   Overhead  telephone  line,  B.C.  Tel. 
0.5    Overhead  powerlines,  WKP&L 
2.7    Goose  Creek  (R  bank,  Uth  order) 

0.0    (at  confluence  with  Slocan  River) 

0.6    B.C.  Hwy  bridge 

1.7    Local  bridge 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


lk6Q 


19100 


1300 


-1- 


River 
Mile 

Location 
miles 


Description 


Slocan  River  (Continued) 

Goose  Creek  (Continued) 
2.4  B.C.  Kwy  bridge 
3.0  B.C.  Hwy  bridge 
3.3    Slocan  Provincial  Forest 

boundary 
3.6    Gander  Creek  (L  bank) 
3.8    Local  bridge,  CRESCENT  VALLEY 
4.4    WRB  gauge  and  cableway  near 

CRESCENT  VALLEY,  Stn  #6NJ-13 

8.6    Arvid  Creek  (L  bank,  4  th  order) 

0.0    (at  confluence  with  Slocan  R.) 

0.1    CPR  bridge 

0.2    B.C.  Hwy  6  bridge 

0.21   Overhead  telephone  line, 
B.C.  Tel. 

0.5    Overhead  powerlines,  WKP&L 
Wolverton  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Slocan  R. ) 

0.1  Local  bridge 
Overhead  powerlines, 
Overhead  powerlines, 
Overhead  powerlines, 
Cowie  Creek  (R  bank, 

0.0 

o.4 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


10.2 


11.4 
12.2 

12.7 
13-1 


13.2 

l4.0 


WKP&L 
WKP&L 
WKP&L 
4th  order) 

(at  confluence  with  Slocan  R. 
Overhead  powerlines,  WKP&L 


1270 


1533  at 
avg.  flow 
3000  cfs 


Local  bridge,  at  PASSMORE 
Little  Slocan  River  (R  bank,  4th  order) 
0.0    (at  confluence  with  Slocan  R.) 
6.2    Koch  Creek  (R  bank,  5th  order) 
0.0    (at  confluence  with 

Little  Slocan  River) 
1.2    Local  bridge 
6.6         Overhead  powerlines, 
WKP&L 
12.2    Overhead  powerlines, 
WKP&L 
7.2    Logging  bridge 
11.3    Outlet  of  Lower  Little  Slocan 

Lake 
13.7    Head  of  Lower  Little  Slocan  Lake 
l4.7    Outlet  of  Upper  Little  Slocan 

Lake 
15.9    Head  of  Upper  Little  Slocan  Lake 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

Slocan  River  (Continued) 

Ik. 9    Local  bridge,  VALLICAN 

19.6    Watson  Creek  (R  bank,  4  th  order) 

0.0    (at  confluence  with  Slocan  R.) 

0.1    B.C.  Hwy  bridge 

O.k  Local  bridge 

21.1  Hird  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Slocan  R.) 
0.1    B.C.  Hwy  bridge 

21.2  Winlaw  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Slocan  R.) 

0.1    CPR  bridge,  WINLAW 

0.3    Overhead  telephone  line, 

B.C.  Tel. 
0.31   B.C.  Hwy  6  bridge,  WINLAW 
21.6    Local  bridge,  WINLAW 
23.6    Trozzo  Creek  (L  bank,  4th  order) 

0.0    ( at "confluence  with  Slocan  R.) 
0.1    CPR  bridge,  APPLEDALE 
0.6    B.C.  Hwy  6  bridge,  APPLEDALE 
0.6l   Overhead  telephone  line, 
B.C.  Tel. 
24.6    Local  bridge,  APPLEDALE 
26.9    Local  bridge  at  Perrys 
31.0    Lemon  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Slocan  R.) 
0.2    CPR  bridge  at  Lemon  Creek 
0.8    B.C.  Hwy  6  bridge 
0.8l   Overhead  telephone  line, 
B.C.  Tel. 
35-5    Local  bridge,  SLOCAN 
35-6    Outlet  of  Slocan  Lake 

35.61   WRB  gauge  at  Slocan  City,  640    1757  at 

Stn  #8NJ-l4  avg.  flow 

1880  cfs 
35-8    CPR  wharf,  SLOCAN  (L  shore) 
35-81   WRB  gauge,  at  Slocan  City,  1757 

Stn  #8NJ-137  (L  shore) 
35.82   Springer  Creek  (L  shore,  4th  order) 
0.0    (at  center  of  Slocan  Lake) 
0.2    Mouth  of  Springer  Creek  at 

lake  shore 
0.6    B.C.  Hwy  6  bridge,  SLOCAN 
0.6l   Overhead  telephone  line, 

B.C.  Tel. 
0.8    Local  bridge,  SLOCAN 
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River 

Mile  Drainage  Water 

Location  Description  Area  EJev. 

miles  sq. miles  ft. 

Sloe an  River  (Continued) 

39*6    Evans  Creek  (R  shore,  4th  order) 

0.0    (at  center  of  Slocan  Lake) 
0.5    Mouth  of  Evans  Creek  at 

lake  shore 
1.1    Beatrice  Creek  (L  shore, 
5th  order) 
0.0    (at  confluence  with 

Evans  Creek) 
3-5    Outlet  of  Cahill  Lake 

4.4  Head  of  Cahill  Lake 
6.1    Outlet  of  Beatrice  Lake 

8.5  Head  of  Beatrice  Lake 
8.6    Outlet  of  Evans  Lake 

11.9    Head  of  Evans  Lake 
40.1    Memphis  Creek  (L  shore,  4th  order) 
0.0    (at  center  of  Slocan  Lake) 
0.8    Mouth  of  Memphis  Creek  at 

lake  shore 
1.1    Overhead  telephone  line,  B.C.  Tel. 
1.11   B.C.  Hwy  6  bridge 
43.1    Enterprise  Creek  (L  shore,  4th  order) 
0.0    (at  center  of  Slocan  Lake) 
0.6    Mouth  of  Enterprise  Creek  at 

lake  shore 
1.6    Overhead  telephone  line,  B.C.  Tel. 
2.1    B.C.  Hwy  6  bridge 

9.1  Kokanee  Glacier  Provincial 

Park  boundary 

49.5  Wharf,  SILVERTON,  private 

49.6  Silverton  Creek  (L  shore,  4th  order) 

0.0    (at  center  of  Slocan  Lake) 
0.9    Mouth  of  Silverton  Creek  at 
lake  shore 

1.2  Overhead  telephone  line,  B.C.  Tel. 
1.21   B.C.  Hwy  6  bridge,  SILVERTON 

1.4    Bartlett  Creek  (R  bank,  5th 
order ) 
0.0    (at  confluence  with 
Silverton  Creek) 
0.1    Local  bridge 
0.2    Aerial  tramway 
2.8    Emily  Creek  (R  bank,  5th  order) 
0.0    (at  confluence  with 
Silverton  Creek) 
0.1    Local  bridge 
0.8    Local  bridge 
0.9    Aerial  tramway 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

Sloe an  River  (Continued) 

51-9    Wharf,  NEW  DENVER,  Federal  D.P.W. 
( L  shore ) 

52.1  Carpenter  Creek  (L  shore, 4th  order) 

0.0    (at  center  of  Slocan  Lake) 
0.6    Mouth  of  Carpenter  Creek  at 
lake  shore 

1.0  Overhead  telephone  line, 

B.C.  Tel. 

1.01  B.C.  Hwy  6  bridge 
4.8    CPR  bridge 

6.3    Seaton  Creek  (R  bank,  5th  order) 
0.0    (at  confluence  with 
Carpenter  Creek) 
0.1    Local  bridge 
0.2    Local  bridge 
6.31   CPR  bridge 
10.0    Local  bridge,  SAND0N 
52.3    Wharf,  NEW  DENVER,  private 
55 «2    Wilson  Creek  (L  shore,  4th  order) 
0.0    (at  center  of  Slocan  Lake) 
0.5    Mouth  of  Wilson  Creek  at  lake 

shore 
0.6    CPR  bridge,  R0SEBERY 

1.0  Overhead  powerline,  B.C.  Hydro 

1.1  B.C.  Hwy  6  bridge 

1.11   Overhead  telephone  line, 
B.C.  Tel. 
55-4    CPR  Wharf,  ROSEBERY 

60.2  Head  of  Slocan  Lake 

60.21   Bonanza  Creek  (north  end  of  Slocan 
Lake,  4th  order ) 
0.0    Mouth  of  Bonanza  Creek  at 

lake  shore 
8.6    B.C.  Hwy  6  bridge 
8.6l   Overhead  powerline,  B.C.  Hydro 
9.1    Outlet  of  Summit  Lake 
11.3    Head  of  Summit  Lake 

12.3  Slocan  Pool  (whirlpool) 

12.4  Gold  Island,  upstream  end 

13.3      Powerhouse,  South  Slocan  Development  CM&S 
(R  bank) 
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River 

Mile 

Location 

miles 

13.31 
13  A 

13.5 


13.6 


l4.2 

l4.3 

14.8 

Ik.  81 

14.82 
14.83 
15.6 


16.0 

16.1 
16.11 

16.12 


Description 

Overhead  powerlines,  WKP&L 

South  Slocan  Dam,  CM&S 

Rover  Creek  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.2    Overhead  powerlines,  WKP&L 
1.2    Pipeline  crossing,  Inland  Natural  Gas 

Smoky  Creek  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.2    CPR  bridge 
0.3    B.C.  Hwy  3  bridge 
0.31   Overhead  telephone  line,  B.C.  Tel. 

Powerhouse,  Lower  Bennington  Development, 
CM&S  (R  bank) 

Lower  Bonnington  Dam,  WKP&L 

Powerhouse,  Upper  Bonnington  Development, 
WKP&L  (R  bank) 

Powerhouse,  Upper  Bonnington  Development, 
City  of  Nelson  (L  bank) 

Upper  Bonnington  Dam,  CM&S 

Overhead  powerlines,  WKP&L 

Bird  Creek  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.2    Local  bridge 
0.4    Overhead  powerlines,  WKP&L 

WRB  gauge  below  Corra  Linn, 
Stn  #8NJ-ll4 

Corra  Linn  Dam,  CM&S 

Powerhouse,  Corra  Linn  Development, 
CM&S  (R  bank) 

WRB  gauge  at  Corra  Linn  (forebay 
Stn  #8NJ-113 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


1543 


l6ll 


1683 


1703  max, 
1682  min, 

1745 


1747  max. 
1734  min. 
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River 
Mile 

Location 
miles 

16.3 


16.31 


16.6 
19.0 


20.1 


20.  k 

20.41 

20.6 


21.1 
22.9 


Description 


Fortynine  Creek  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.6    Overhead  powerlines,  WKP&L 
0.6l   Local  bridge 
1.3    Overhead  powerlines,  WKP&L 
l.k         Pipeline  crossing,  Inland  Natural  Gas 

Falls  Creek  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.1    CPR  bridge,  at  Corra  Linn 
0.11   Overhead  powerline,  at  Corra  Linn, 

WKP&L 
0.2    Overhead  telephone  line,  B.C.  Tel. 
0.21   B.C.  Hwy  3  bridge,  Corra  Linn 

Overhead  powerline s,  WKP&L 

Smallwood  Creek  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.2    CPR  bridge 
0.21   Overhead  powerline s,  WKP&L 
O.k         Overhead  telephone  line,  B.C.  Tel. 
O.Ul   B.C.  Hwy  3  bridge 

Eagle  Creek  (L  bank,  3rd  order) 

0.0  (at  confluence  with  Kootenay  River) 

0.5  Overhead  powerline,  WKP&L 

0.6  Overhead  powerline,  WKP&L 

0.7  Local  bridge 

0.8  Overhead  powerline,  WKP&L 

2.0  Abandoned  aerial  tramway 

B.C.  Hwy  3  bridge,  TAGHUM 

Overhead  telephone  line,  B.C.  Tel. 

Sandy  Creek  (L  bank,  3rd  order) 

0.0  (at  confluence  with  Kootenay  River) 

0.6  Overhead  telephone  line,  B.C.Tel. 

0.6l  B.C.  Hwy  3  bridge 

0.7  Local  bridge 

0.8  Overhead  powerline s,  WKP&L 

1.2  Overhead  powerline,  WKP&L 

CPR  bridge,  near  TAGHUM 

Unnamed  Island,  upstream  end 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq.  miles  ft. 

23.2  Grohman  Creek  (R  bank) 

23-6  Grohman  Narrows,  upstream  end 

23.60  Outlet  of  West  Arm  of  Kootenay  Lake 

23.9  Overhead  powerlines,  WKP&L 

2h.Q  Cottonwood  Creek  (L  bank,  3rd  order) 

0.0    (at  center  of  West  Arm) 
0.1    Mouth  of  Cottonwood  Creek  at 

West  Arm  shore 
0.3    CPR  switchyard,  NELSON 
0.5    B.C.  Hwy  3  bridge,  NELSON 
0.7    Local  bridge,  NELSON 
1.3    Local  bridge,  NELSON 

2.3  Local  bridge 

2.4  B.C.  Hwy  3A  &  6  bridge 
2.8    Overhead  powerline,  WKP&L 

25-3      Seaplane  base,  NELSON,  Federal  D.O.T. , 
(L  shore) 

25.31  Wharf,  NELSON,  Federal  D.P.W.,  (L  shore) 

25.4  Submarine  telephone  cable,  B.C.  Tel. 
25.^1  Wharf,  City  of  Nelson  (L  shore) 

25.5  Wharf,  City  of  Nelson  (L  shore) 
25.8  Wharf,  City  of  Nelson  (L  shore) 

26. k  Boat- launching  ramp,  City  of  Nelson  (L  shore) 

26.5      B.C.  Hwy  3E  bridge,  NELSON 

26.51  WRB  gauge  at  NELSON,  Stn  #8NJ-9  17^5 

26.52  Storesyard,  NELSON,  Federal  D.P.W., 

(L  shore) 

26.8     Anderson  Creek  (L  shore,  3rd  order) 
0.0    (at  center  of  West  Arm) 
O.k         Mouth  of  Anderson  Creek  at 

West  Arm  shore 
OAl   CPR  bridge 
0.5    Local  bridge,  NELSON 
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River 

Mile                                             Drainage  Water 

Location  Description                Area  Elev. 

miles                                           sq. miles  ft. 

West  Arm  Kootenay  Lake  (Continued) 

29-8      Willow  Point 

29.9      Fiveroile  Creek  (L  shore) 

30.1      Fivemile  Point 

31.1       Wharf,  WILLOW  POINT,  private  (R  shore) 

31.5      Duhamel  Creek  (R  shore,  3**d  order) 
0.0    (at  center  of  West  Arm) 
0.2    Mouth  of  Duhamel  Creek  at  West 

Arm  shore 
0.3    Local  bridge,  McDONALD  LANDING 
0.5    Overhead  telephone  line,  B.C.  Tel. 
0.51   B.C.  Hwy  3  &  6  bridge 
1.0    Overhead  powerline,  WKP&L 

32.1  Tunstall  Creek  (L  shore) 

32.2  Wharf,  private  (R  shore) 

32.3  Wharf,  MCDONALDS  LANDING,  Federal  D.P.W. 

(R  shore) 

32.9       Wharf,  MCDONALDS  LANDING,  private 
(R  shore) 

33-2      Cedar  Point 

33 «^      Eightmile  Creek  (L  shore) 

3^.21     Wharf,  private  (R  shore) 

3^.8      Sitkum  Creek  (R  shore,  3rd  order) 
0.0    (at  center  of  West  Arm) 
0.1    Mouth  of  Sitkum  Creek  at  West  Arm 

shore 
0.3    Overhead  telephone  line,  B.C.  Tel. 
0.31   B.C.  Hwy  3  &  6  bridge 
0,5    Overhead  powerline,  WKP&L 

3^.9      TJinemile  Narrows,  upstream  end 

35*0      Lasca  Creek  (L  shore,  3rd  order) 
0.0    (at  center  of  West  Arm) 
0.1    Mouth  of  Lasca  Creek  at  West  Arm 

shore 
0.2    CPR  bridge  at  Atbara 
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River 

Mile  Drainage  Water 

Location  Description  Area  E3ev. 

miles  sq. miles  ft. 

West  Arm  Kootenay  Lake  (Continued) 

35.21     Wharf,  CRESCENT  BAY,  private  (R  shore) 

36.7  Kokanee  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  West  Arm) 

0.2    Mouth  of  Kokanee  Creek  at  West  Arm 

shore 
0.5    Overhead  telephone  line,  B.C.  Tel. 
0.51   B.C.  Hwy  3  &  6  bridge 
1.1    Overhead  power line,  WKP&L 
8.7    Kokanee  Glacier  Provincial  Park 

boundary 

36.8  Kokanee  Point 

37-9  Wharf,  KOKANEE,  private  (R  shore) 

40.1  Wharf,  private  (R  shore) 

40.3  B.C.  Hwy.  ferry  crossing  at  HARROP 

^0.31  Submarine  telephone  cable,  B.C.  Tel. 

^0.5      Harrop  Creek  (L  shore,  3rd  order) 
0.0    (at  center  of  West  Arm) 
0.1    Mouth  of  Harrop  Creek  at  West  Arm 

shore 
0.3    Local  bridge,  HARROP 
0.31   CPR  bridge,  HARROP 
0.5    B.C.  Hwy  3  &  6  bridge,  HARROP 
0.51   Overhead  telephone  line,  B.C.  Tel. 

kO.7  Red fish  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  West  Arm) 
0.1    Mouth  of  Redfish  Creek  at  West  Arm 

shore 
0.3    Overhead  telephone  line,  B.C.  Tel. 
0.31   B.C.  Hwy  3  &  6  bridge 
0.6    Local  bridge 
0.8    Overhead  power line,  WKP&L 

^1.3      Slater  Creek  (L  shore,  3rd  order) 
0.0    (at  center  of  West  Arm) 
O.k         Mouth  of  Slater  Creek  at  West  Arm 

shore 
0.5    CPR  bridge 
0.6    B.C.  Hwy  3  &  6  bridge 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq.  miles  ft. 

West  Arm  Kootenay  Lake  (Continued) 

1+2.3      Wharf,  Sunshine  Bay,  private  (L  shore) 

1+2. 9      Laird  Creek  (R  shore,  3rd  order) 
0.0    (at  center  of  West  Arm) 
0.1    Mouth  of  Laird  Creek  at  lake  shore 
0.2    B.C.  Hwy  3  &  6  bridge 
0.6    Overhead  powerlines,  WKP&L 

1+3.1      Narrows  Creek  (L  shore,  3rd  order) 
0.0    (at  center  of  West  Arm) 
0.1    Mouth  of  Narrows  Creek  at  lake  shore 
0.2    CPR  bridge 
0.6    B.C.  Hwy  crossing 

1+3.4  Wharf,  FRASER  LANDING,  private  (R  shore) 

1+3.5  Praser  Narrows,  upstream  end 

l+l+.l  CPR  ferry  slip  (L  shore) 

kh.k  Wharf,  BALFOUR,  Federal  D.P.W.,  (R  shore) 

1+1+.6  Wharf,  PROCTER,  Federal  D.P.W.,  (L  shore) 

1+1+.7  B.C.  Hwy  3  ferry  crossing  at  BALFOUR 

1+4.72  Submarine  telephone  cable,  B.C.  Tel. 

1+5.6  Head  of  West  Arm  of  Kootenay  Lake 

1+6.9  Center  of  Kootenay  Lake  and  start  of 
Kootenay  Lake  northwards  from  the 
West  Arm  at  river  mile  0.0   * 

0.1+1   WRB  gauge, at  QUEENS  BAY  17^5 

Stn  #8NH-61+  (R  shore) 

0.8    Lighthouse,  Pilot  Peninsula  (L  shore) 

3.0    Wharf,  KOOTENAY  BAY,  Federal  D.P.W. 

1+.3    Coffee  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 
0.6    Mouth  of  Coffee  Creek  at  lake 
shore 

*  Add  I+6.9  miles  to  the  "Kootenay  Lake  northwards  from  the  West 
Arm" mileages  to  obtain  river  mileage  in  reference  to  the  mouth. 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles    ft. 

Kootenay  Lake,  northwards  from  West  Arm  (Continued) 

Coffee  Creek  (Continued) 
0.8    Overhead  telephone  line,  B.C.  Tel. 

1.0  Overhead  powerlines,  WKP&L 
1.2    B.C.  Hwy  bridge 

k.8         Overhead  powerlines,  WKP&L 

5.H-    Wharf,  Walkers  Landing,  Federal  D.P.W. 
(L  shore) 

6.1    Mile  Point  (R  shore) 

6.8  Sherraden  Creek  (L  shore,  3rd  order) 
0.0  (at  center  of  Kootenay  Lake) 
1.2    Mouth  of  Sherraden  Creek  at 

lake  shore 
1.5    Overhead  powerlines,  WKP&L 
1.7    B.C.  Hwy  bridge 

7.0  Wharf,  AINSWORTH,  Federal  D.P.W., 

(R  shore) 

7.7  Cedar  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1.1  Mouth  of  Cedar  Creek  at  lake 

shore 

1.2  B.C.  Hwy  bridge 

1.21   Overhead  telephone  line,  B.C.  Tel. 

7.8  Wharf,  private  (R  shore) 

Q.k         Wharf,  RIONDEL,  Federal  D.P.W. , 
(L  shore) 

8.5  Galena  Bay,  (L  shore) 

8.6  Wharf,  GALENA  BAY,  private  (L  shore) 

9.1  Wharf,  RIONDEL,  private  (L  shore) 

9.5  Woodbury  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 
1.2    Mouth  of  Woodbury  Creek  at 

lake  shore 
lA    B.C.  Hwy  bridge 
lAl   Overhead  telephone  line,  B.C.  Tel. 

9.6  Wharf,  Woodberry,  private 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles    ft. 

Kootenay  Lake,  northwards  from  West  Arm  (Continued) 

9.7    Hendryx  Creek  (L  shore) 

10.0  Indian  Creek  (L  shore) 
10.3    Woodbury  Point  (R  shore) 

11.1  Tarn  O'Shanter  Creek  (L  shore) 

13.8  Loki  Creek  (L  shore) 

1^- .2    Fletcher  Creek  (R  shore,  3rd  order) 
0.0    (at  center  of  Kootenay  Lake) 

1.0  Mouth  of  Fletcher  Creek  at 

lake  shore 

1.1  Overhead  telephone  line, 

B.C.  Tel. 
1.11   B.C.  Hwy  bridge 

1.2  Local  bridge 

ik . 7    Unnamed  Creek  ( L  shore ) 
l6.3    Bernard  Creek  (L  shore) 

16.9  Bjerkness  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1.0  Mouth  of  Bjerkness  Creek  at 

lake  shore 

1.01  Overhead  telephone  line,  B.C.  Tel. 
1.1    B.C.  Hwy  bridge 

1.8  Local  bridge 

17.0    Wharf,  MIRROR  LAKE,  Federal  D.P.W. 
(R  shore) 

17.3    Beauty  Beach  (R  shore) 

17.9    Powder  Creek  (L  shore) 

19.0    Kaslo  River  (R  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 
0.6    Mouth  of  Kaslo  River  at  lake 

shore 
0.8    Overhead  telephone  line,  B.C.  Tel. 
0.9    B.C.  Hwy  bridge 

1.9  Powerhouse,  Kaslo  River 

Development,  B.C.  Hydro 
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River 

Mile  Drainage    Water. 

Location  Description  Area     Elev. 

miles  sq. miles     ft. 

Kootenay  Lake,  northwards  from  West  Arm  (Continued) 

19 '1  Lighthouse  (R  shore) 

19. k  CPR  wharf,  KA3L0  (R  shore) 

19.1+1  Wharf,  KASLO,  Federal  D.P.W.  (R  shore) 

19.5  Wharf,  KASLO,  private  (R  shore) 

21.5  Campbell  Creek  (L  shore) 
22.1  Shutty  Beach  (L  shore) 
22. h-  Verandah  Point  (L  shore) 
23. h  Wharf,  private  (R  shore) 
2^.7  Murphy  Creek  (L  shore) 

26.1  Clute  Creek  (L  shore) 
27 • 6  Lighthouse  (L  shore) 

27.8  Schroeder  Point  Lighthouse  (R  shore) 

28.0  Schroeder  Creek  (R  shore) 

29.3  Fry  Point  (L  shore) 

29.4  Fry  Creek  (L  shore) 

30.6  Wharf,  JOHNSONS  LANDING,  Federal  D.P.W. 

(L  shore) 

32.7  Salisbury  Creek  (L  shore) 

32.8  Lost  Ledge  Creek  (R  shore) 

35.5  Davis  Creek  (R  shore) 

35.7  Lighthouse,  LARDEAU  (R  shore) 

35.91  CPR  wharf,  LARDEAU  (R  shore) 

37 «1  Argenta  Creek  (L  shore) 

37.2  Wharf,  ARGENTA,  Federal  D.P.W. 

(L  shore) 
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River 

Mile                                             Drainage  Water 

Location  Description                Area  Elev. 

miles                                           sq. miles  ft. 

Kootenay  Lake,  northwards  from  West  Arm  (Continued) 

38.0  Head  or  Northern  end  of  Kootenay 

Lake 

38.01  Duncan  River  (3rd  order) 

0.0    Mouth  of  Duncan  River  at 

lake  shore 
1.7    Cooper  Creek  (R  bank,  4  th  order) 
0.0    (at  confluence  with 

Duncan  River) 
0.4    B.C.  Hwy  bridge 

2.1  B.C.  Hwy  bridge 

2.3    Haroill  Creek  (L  bank,  4th  order) 
0.0    (at  confluence  with 

Duncan  River) 
0.7    B.C.  Hwy  bridge 

4.2  Meadow  Creek  (R  bank) 

7.2    Lardeau  River  (R  bank,  4th  order) 
0.0    (at  confluence  with 

Duncan  River) 
0.7    Local  bridge,  MARBLEHEAD 


0.71 

WRB  gauge  at  MARBLEHEAD, 

610  1793  at 

Stn  #8NH-7 

avg.  flow 
2110  cfs 

5.1 

B.C.  Hwy  bridge 

10.9 

Cable  bucket  crossing 

15.4 

B.C.  Hwy  bridge 

18.6 

Poplar  Creek  (R  bank, 

5th  order) 
0.0    (at  confluence  with 

Lardeau  River) 
0.1    B.C.  Hwy  bridge, 
POPLAR  CREEK 
0.2    POPLAR  CREEK 

23.5 

Cable  bucket  crossing 

26.5 

Logging  bridge 

28.9 

Logging  bridge 

29.8 

WRB  gauge  at  GERRARD, 

320  2340  at 

Stn  #8NH-66 

avg .  flow 

(discontinued) 

912  cfs 

29.81 

B.C.  Hwy  bridge,  GERRARD 

29.9 

Outlet  of  Trout  Lake 

29.91 

Wharf,  private 

31.9 

American  Point 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

Duncan  River  (Continued) 

Lardeau  River  (Continued) 

32.1    American  Creek  (L  shore, 
5th  order) 
0.0    (at  center  of 
Trout  Lake) 
0.2    Mouth  of  American 
Creek  at  lake 
shore 
O.k         B.C.  Hwy  bridge 
1+1.7    Asher  Creek  (R  shore) 
kk.O         Christie  Point  (R  shore) 
kk.7         Ramp,  Trout  Lake,  Federal 

D.P.W.  (R  shore) 
kk.'Jl       Wharf,  Trout  Lake,  Federal 

D.P.W.  (R  shore) 
M+.72   Wharf,  Trout  Lake,  Private 

(R  shore) 
kk.3         Northwest  end  of  Trout 

Lake 
kh.Ql       Lardeau  Creek  (R  shore, 
5th  order) 
0.0    (at  center  of 
Trout  Lake) 
0.3    Mouth  of  Lardeau 
Creek  at  lake 
shore 
0.6    B.C.  Hwy  bridge, 
TROUT  LAKE 
8.3    Proposed  Duncan  Damsite  930   1^02  * 

9.7    Glacier  Creek  (L  bank,  4th 
order) 
0.0    (at  confluence  with 

Duncan  River) 
l.k         WRB gauge  and  cableway      108 
near  H0WSER,  Stn  #8NH-3 
10.6    B.C.  Hwy  bridge  at  outlet  of 

Duncan  Lake 
10.61   WRB  metering  section  near  815 

H0WSER,  Stn  #8NH-1 

12.0  Float,  H0WSER,  BCFS 

12.1  WRB  gauge  at  HOWSER,  1796 

Stn  #8NH-110 
13.3    Lower  Arm  of  Duncan  Lake 
18.9    Jubilee  Point 

♦Proposed  normal  full  pool 
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River 

Mile                                              Drainage  Water 

Location  Description                 Area  Elev. 

miles                                             sq. miles  ft. 

Duncan  River  (Continued) 

19*3  Upper  Arm  of  Duncan  Lake 

19.6  Gallop  Point 

21.0  Head  of  Duncan  Lake 

3k. k  Cabin,  Healy,  BCFS  (L  bank) 

h-2.Q  WRB  gauge  and  cable  way  near 

HOWSER,  Stn  #6NH-119 

U3.I  B.B.  Creek  (R  bank,  4  th  order) 

46.9      Intersection  of  centerlines  of  West  Arm  and 
Kootenay  Lake .   Continuation  of  river 
miles  on  Kootenay  Lake  southwards  from 
West  Arm. 

U7.5      Submarine  telephone  cable,  B.C.  Tel. 

^7-9      Lighthouse,  Pilot  Peninsula  (R  shore) 

48.4      Pilot  Point  (R  shore) 

U-8-7      Pilot  Bay  (R  shore) 

0.0    (at  center  of  Kootenay  Lake) 
1.2    Pilot  Point  (R  shore) 
1.5    Wharf,  private  (R  shore) 
1.9    Northern  end  of  Pilot  Bay 

J+9-1      Irvine  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1.0  Mouth  of  Irvine  Creek  at  lake  shore 

1.1  CPR  bridge 

50.0      Sun  Point  (L  shore) 

50.4  CPR  wharf,  Nasookin  (L  shore) 

51.5  Cape  Horn  (R  shore) 

52.0      Crawford  Bay  (R  shore) 

0.0    (at  center  of  Kootenay  Lake) 
1.5    Cape  Horn  (R  shore) 

2.2  McFarlane  Creek  (L  shore,  3rd  order) 

0.0    (at  center  of  Crawford  Bay) 
0.3    Mouth  of  McFarlane  Creek  at 

Crawford  Bay  shore 
0.31   B.C.  Hwy  3  bridge 
0.4    Overhead  powerlines,  WKP&L 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

Kootenay  Lake  Southwards  from  West  Arm  (Continued) 

Crawford  Bay  (Continued) 

3A    Gray  Creek  (L  shore,  3rd  order) 

0.0    (at  center  of  Crawford  Bay) 
0.2    Mouth  of  Gray  Creek  at 

Crawford  Bay  shore 
0.3    B.C.  Hwy  3  bridge 
0.31   Overhead  powerline,  WKP&L 
k.k         Overhead  powerline,  WKP&L 

3.6  Wharf,  private  (L  shore) 

3.8    Croasdaile  Creek  (L  shore,  3rd  order) 
0.0    (at  center  of  Crawford  Bay) 
0.3    Mouth  of  Croasdaile  Creek  at 

Crawford  Bay  shore 
O.k         B.C.  Hwy  3  bridge 
0.1+1   Overhead  powerline,  WKP&L 
0.6    Overhead  powerline,  WKP&L 

4.7  Weasel  Creek  (L  shore,  3rd  order) 

0.0    (at  center  of  Crawford  Bay) 
0.2    Mouth  of  Weasel  Creek  at 

Crawford  Bay  shore 
0.3    B.C.  Hwy  3  bridge 
O.k         Overhead  powerline,  WKP&L 
6.3    Wharf,  Federal  D.P.W.  (L  shore) 
G.k         Burden  Creek  (L  shore,  3rd  order) 

0.0    (at  center  of  Crawford  Bay) 
0.3    Mouth  of  Burden  Creek  at 

Crawford  Bay  shore 
0.6    B.C.  Hwy  3  bridge 
0.6l   Overhead  powerline,  WKP&L 
6.5    Crawford  Creek  (L  shore,  3rd  order) 
0.0    (at  center  of  Crawford  Bay) 
0.2    Mouth  of  Crawford  Creek  at 

Crawford  Bay  shore 
0.6    Overhead  powerline,  WKP&L 
0.7    B.C.  Hwy  3  bridge 
2.5    Local  bridge 
3-2    B.C.  Hwy  bridge 
6.51   Northern  end  or head  of  Crawford  Bay 

53*2     Wilson  Creek  (L  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1.2  Mouth  of  Wilson  Creek  at  lake  shore 

1.3  CPR  bridge 
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River 

Mile                                             Drainage  Water 

Location  Description                Area  Elev. 

miles                                           sq. miles  ft. 

Kootenay  Lake,  Southwards  from  West  Arm  (Continued) 

55.8     Heather  Creek  (L  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1.5    Mouth  of  Heather  Creek  at  lake  shore 

1.51   CPR  bridge  at  Blake 

56.7  La  France  Creek  (R  shore,  3rd  order) 
0.0  (at  center  of  Kootenay  Lake) 
1.2    Mouth  of  La  France  Creek  at  lake 

shore 
1-3    B.C.  Hwy  3  bridge 
1.5    Overhead  powerline,  WKP&L 

57  •  8      Lockhart  Creek  (R  shore,  3rd  order) 
0.0    (at  center  of  Kootenay  Lake) 

1.1  Mouth  of  Lockhart  Creek  at  lake 

shore 
1.11   B.C.  Hwy  3  bridge 

1.2  Overhead  powerline,  WKP&L 

59.4      Rhinoceros  Point 

6l.2     Wharf  and  ramp,  B0SWELL,  Federal  D.P.W. 
( L  shore ) 

62.1      Junice  Creek  (L  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1 . 8  Mouth  of  Junice  Creek  at  lake  shore 

1.9  CPR  bridge 

64.0      Akokli  Creek  (R  shore,  3rd  order) 

0.0  (at  center  of  Kootenay  Lake) 

1.3  Mouth  of  Akokli  Creek  at  lake  shore 

1.4  B.C.  Hwy  3  bridge 

1.5  Overhead  powerline,  WKP&L 

64.7  Columbia  Point 

66.8  Midge  Creek  (L  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1.6  Mouth  of  Midge  Creek  at  lake  shore 
1.8    CPR  bridge  at  Midge 

67«7      Sanca  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1.5  Mouth  of  Sanca  Creek  at  lake  shore 

1.6  B.C.  Hwy  3  bridge 

1.7  Overhead  powerline,  WKP&L 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

Kootenay  Lake,  Southwards  from  West  Arm  (Continued) 

69.8     Cultus  Creek  (L  shore,  3rd  order) 

0.0  (at  center  of  Kootenay  Lake) 

1.6  Mouth  of  Cultus  Creek  at  lake  shore 

1.8  CPR  bridge  at  Tye 

70.^      Twin  Bays  (R  shore) 

70.6  Twin  Bays  Creek  (R  shore,  3rd  order) 

0.0    (at  center  of  Kootenay  Lake) 

1.5  Mouth  of  Twin  Bays  Creek  at  lake 

shore 

2.0  B.C.  Hwy  3  bridge 

2.01  Overhead  power line,  WKP&L 

71.5      Redman  Point  (R  shore) 

71.7  Next  Creek  (L  shore,  3rd  order) 

0.0   ~~("at  center  of  Kootenay  Lake) 

1.6  Mouth  of  Next  Creek  at  lake  shore 
1.6l   CPR  bridge 

"jk-.k  Ramp,  Federal  D.P.W.  (R  shore) 

fk.kl  Kuskonook  Creek  (R  shore) 

7^.5     Gauge  at  KUSKONOOK,  WRB  Stn  #8NH-67  17^5 

(USGS  Stn  #12-3225)  (International 
Gaging  Station) 

75*0      East  or  Alternate  Channel  of  the  Kootenay 
River  (R  shore) 
0.0    (at  center  of  Kootenay  Lake) 

1.6  Center  of  East  Channel  of  Kootenay 

River  (R  shore) 

1.7  Boulder  Creek  (R  bank,  3rd  order) 

0.0    (at  center  of  East  Channel 

of  Kootenay  River) 
0.4    B.C.  Hwy  3  bridge 
0.5    Overhead  power line,  WKP&L 

3.2  WRB  gauge  at  Slough  Bridge  near 

SIRDAR,  Stn  #8NH-26 
3-21   CPR  bridge 
3.4    Outlet  works  and  pumphouse  from 

Duck  Lake 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

Kootenay  Lake,  Southwards  from  West  Arm 

East  or  Alternate  Channel  of  the  Kootenay  River  (Continued) 

3.^-1   Duck  Lake  (R  bank,  3rd  order) 

0.0    Northern  end  of  Duck  Lake  17U5 

at  outlet  works 
0.1    WRB  gauge  near  SIRDAR, 

Stn.#6NH-107  (discont.) 
0.7    Cory  Creek  (R  bank) 
3.5    Head  of  Duck  Lake  and  mouth 

of  Duck  Creek 
3.51   Mouth  of  Duck  Creek  at  lake 

shore 
k.2         Drywash  Creek  (R  bank) 

7.5  Overhead  powerlines,  WKP&L 

7.8  CPR  bridge 

7.8l   Overhead  telephone  line, 
B.C.  Tel. 

7.9  B.C.  Hwy  3  bridge,  WYNNDEL 
8.0    Local  bridge 

8.6  Local  bridge 

8.9    WRB  gauge  near  WYNNDEL,        19 
Stn  #8NH-l6 
9.3    Upstream  end  of  East  Channel  of 
Kootenay  River 

76.O      Six  Mile  Slough 

0.0    Thalweg  line  of  Kootenay  Lake 

1.5  CPR  causeway 

1.6  WRB  gauge  at  Six  Mile  Lake, 

Stn  #8NH-60  (Discontinued) 

76.7  Head  of  South  end  of  Kootenay  Lake 

76.8  CPR  lift  span,  Kootenay  Landing 

76.81     WRB  gauge  at  Kootenay  Landing,  Stn  #8NH-62  17^5 

78.9  Newington  Creek  (L  bank) 
81.0      Midgeley  Creek  (L  bank) 
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River 
Mile 

Location 
miles 

62.7 


83.1 

91.3 
9^.7 
9^.71 
95.6 


Description 


Channel  draining  Leach  Lake  (L  bank) 
0.0    (at  confluence  with  Kootenay  River) 
0.3    Outlet  of  Leach  Lake 
2.3    Summit  Creek  (R  shore,  3rd  order) 
0.0    (at  center  of  Leach  Lake) 
0.3    Mouth  of  Summit  Creek  at 


Drainage 

Area 
sq.. miles 


Water 

Elev. 

ft. 


2.1 


lake  shore 
Corn  Creek  (R  bank,  Uth  order) 

1.0  B.C.  Hwy  3  bridge 

5.1  B.C.  Hwy  bridge 

5.7    WRB  gauge  and  cableway 
near  CRESTON, 
Stn  #8NH-68 
1+.3    B.C.  Hwy  3  bridge 

k.h         WRB  gauge  and  cableway  near  CRESTON, 
Stn  #8NH-100 
12.8    Blazed  Creek  (L  bank,  3rd  order) 

0.1    B.C.  Hwy  3  bridge 
20.3    Bayonne  Creek  (L  bank,  3rd  order) 
0.2    B.C.  Hwy  3  bridge 

East  Channel  of  Kootenay  River,  upstream 
end 

B.C.  Hwy  3A  bridge,  near  CRESTON 

WRB  gauge  at  CRESTON  ferry,  Stn  #8NH-28 

B.C.  Hwy  ferry  crossing  near  CRESTON 

Goat  River  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
2.k         B.C.  Hwy  bridge,  CRESTON 
5.2    Floyd  Creek  (L  bank,  kth.   order) 

0.0    (at  confluence  with  Goat  River) 

1.7  Orde  Creek  (L  bank,  5th  order) 

0.0    (at  confluence  with 

Floyd  Creek) 
0.1  B.C.  Hwy  bridge 
0.7    Local  bridge 

1.9    B.C.  Hwy  bridge 

2.2    Local  bridge 

2.8  Local  bridge 
3.2    Local  bridge 


k9 


116 


17^5 


1+52 


7^ 


CPR  bridge 
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River 

Mile                                              Drainage  Water 

Location  Description                 Area  Elev. 

miles                                             sq. miles  ft. 

Goat  River  (Continued) 

7. 4l   B.C.  Hwy  bridge 

7.7    WRB  gauge  and  cableway  near  430 

ERICKSON,  Stn  #8NH-4 
9-6    Arrow  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Goat  R.) 

0.2    B.C.  Hwy  3  bridge 

0.3    Overhead  telephone  line, 

B.C.  Tel. 
0.6    Local  bridge 
1.5    Local  bridge 
12.2    B.C.  Hwy  3  bridge 
12.21   Overhead  telephone  line,  B.C.  Tel. 
12.7    Thompson  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Goat  R.) 

0.01   B.C.  Hwy  3  bridge 

0.02   Overhead  telephone  line, 

B.C.  Tel. 
0.1    CPR  bridge 
l6.0    Kitchener  Creek  (L  bank,  4th  order) 
0.0    (at  confluence  with  Goat  R.) 
0.3    Russell  Creek  (L  bank,  5th  order) 
0.0    (at  confluence  with 

Kitchener  Creek) 
0.5  B.C.  Hwy  3  bridge 
0.51   Overhead  telephone  line, 

B.C.  Tel. 
0.6    CPR  bridge  at  McConnel 
0.5    B.C.  Hwy  3  bridge 
1.4    Overhead  telephone  line, 

B.C.  Tel. 
1.4l   B.C.  Hwy  bridge 
4.0    Kid  Creek  (R  bank,  5th  order) 
0.0    ("at  confluence  with 
Kitchener  Creek) 
0.8    B.C.  Hwy  3  bridge 
0.8l   Overhead  telephone  line, 
B.C.  Tel. 
6.8    Hazel  Creek  (R  bank,  5th  order) 
0.0    (at  confluence  with 
Kitchener  Creek) 
0.6    B.C.  Hwy  3  bridge 
0.6l   Overhead  telephone  line, 
B.C.  Tel. 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles    ft. 

Kitchener  Creek  (Continued) 

7.0    Carroll  Creek  (L  bank,  5th  order) 
0.0    (at  confluence  with 
Kitchener  Creek) 
0.3    Local  "bridge 
0.7    Local  bridge 
1.2    CPR  bridge 

105.6  Rykert  Creek  (R  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenay  River) 
0.2    B.C.  Hwy  bridge  at  RYKERTS 
0.7    Local  bridge 

105.61  International  Boundary  at  PORTHILL,  U.S.A. 

105.62  Boundary  Creek  (L  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenai  River) 

3.5    Gage  and  cableway  near  PORTHILL,         97 

USGS  gage  #3215  (WRB  Stn  #8NH-0.32) 

(international  Gaging  Station) 

105.63  Gage  at  PORTHILL,  USGS  gage  #3220  13700     I768  at 

(WRB  Stn  #8NH-0.2l)  (international  max.  flow 

Gaging  Station)  125,000  cfs 

105.7  State  Highway  1  Bridge,  0.2  miles  west 

of  PORTHILL 

106.3      Unnamed  tributary  (R  bank) 

108.1  Smith  Creek  (L  bank) 

0.0    (at  confluence  with  Kootenai  River) 

1.0    Stream  gage,  USGS  #3210,  17^3 

near  PORTHILL  70     1770 

111.6      Long  Canyon  Creek  (L  bank) 

0.0    (at  confluence  with  Kootenai  River) 

0.9    Stream  gage,  USGS  #3205  29     1830 

near  PORTHILL 

115.9      Parker  Creek  (L  bank) 

0.0    (at  confluence  with  Kootenai  River)  17^7 

1.2    Stream  gage,  USGS  #3195  l6     i860 

near  COPELAND 

123.2  Stream  gage,  USGS  #3185,  Kootenai  River       13^00     17^8 

near  COPELAND  (R  bank) 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq.mi.  ft. 

12*1.0      Mission  Creek  (R  bank,  3rd  order)  IjkS 

0.0    (at  confluence  with  Kootenai  River) 

1.5  Rock  Creek  (L  bank) 

0.0    (at  confluence  with  Mission 

Creek) 
5.0    Stream  gage,  USGS  #3180,  Ik         1760 

near  COPELAND 

1.6  State  Highway  1  bridge 

1.7  Stream  gage,  USGS  #3168  23    1770 

near  COPELAND 
6.0    Stream  gage,  USGS  #3170  31    2800 

near  COPELAND 

12^.2     Highway  Bridge,  0.5  miles  west  of  COPELAND 

128.3      Fisher  Creek  (L  bank)  1750 

132.0      Farnham  Creek  (L  bank)  1751 

132.7      Trout  Creek  (L  bank,  3rd  order)  1751 

0.0    (at  confluence  with  Kootenai  River) 

2.3    Stream  gage,  USGS  #31^5  20    1965 

near  COPELAND 

138. k  Unnamed  tributary  (R  bank) 

139.7      Stream  gage,  USGS  #31^0  (at  Klockman  Road       13200    1752 
near  BONNERS  FERRY) 

1^0.7      Ball  Creek  (L  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenai  River) 

0.8    Stream  gage,  USGS  #3135  27    1835 

near  BONNERS  FERRY 

lUl.7     Burton  Creek  (L  bank) 

ik^.k  Well  Creek  (L  bank) 

IMj-,9      Lost  Creek  (L  bank) 

1^5.5      Myrtle  Creek  (L  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenai  River) 

2.2    Stream  gage,  USGS  #3130  37    1785 

near  BONNERS  FERRY 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles     ft. 

1^9.2      Deep  Creek  (L  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenai  River) 
3.5    Snow  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Deep  Creek) 
0.5    Stream  gage,  USGS  #3115  19   l800 

near  MORAVIA 
3.9    Caribou  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Deep  Creek) 
0.4    Stream  gage,  USGS  #3120  l4   1805 

near  MORAVIA 

4.8  Great  Northern  RR   bridge 

6.1  U.S.  2  and  U.  S.  95  crossing 

6.2  Stream  gage,  USGS  #3110  133   l800 

at  MORAVIA  (L  bank) 

6.9  Brown  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Deep  Creek) 
2.5    Great  Northern  RR  crossing 
2.50   Highway  crossing 
2.8    Twenty-mile  Creek  (L  bank) 

7.0  Great  Northern  RR  bridge 

7.1  U.S.  2  and  U.S.  95  crossing 

7.2  Ruby  Creek  (L  bank) 

9.2  Great  Northern  RR  bridge 

9.3  U.S.  2  and  U.S.  95  crossing 

10.0  Fall  Creek  (L  bank) 

BPA  transmission  line,  115  KV 
(SANDPOINT-BONNERS  FERRY) 

10.1  U.S.  2  and  U.S.  95  crossing 

11.2  Great  Northern  RR  Bridge 

11.6    Trail  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Deep  Creek) 
0.1    Stream  gage,  USGS  #3108  16 

at  NAPLES 

11.9    U.S.  2  and  U.S.  95  crossing 

12.0    Great  Northern  RR  Bridge 

13.4    Great  Northern  RR  Bridge 

14.2  Great  Northern  RR  Bridge 

16.3  Great  Northern  RR  Bridge 

17.3    U.S.  2  and  U.S.  95  crossing  at  McARTHUR 
BPA  transmission  line,  115  KV 
(SANDPOINT-BONNERS  FERRY) 

151.2      Stream  gage,  USGS  #3100,  Kootenai  River 

near  BONNERS  FERRY  13000   1750 

152.1      Great  Northern  RR  Bridge 

152.6      Spokane  International  RR  Bridge 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

152.8      BONNERS  FERRY 

BPA  Overhead  transmission  line,  12.5  KV 
Stream  gage,  USGS  #3095,  Kootenai  River 
at  BONNERS  FERRY  13000   1750 

152.8  U.S.  2  Highway  Bridge 

153-4  Weber  Slough  1761 

155.6  Cow  Creek  (L  bank)  20 

156.0  Fry  Creek  (R  bank) 

156.9  BOOM  CAMP 

157.0      Stream  gage,  USGS  #3085,  Kootenai  River 

at  BOOM  CAMP  near  BONNERS  FERRY  12950   I76O 

I6O.9      Moyie  River  (Rbank,  3rd  order) 

0.0    (at  confluence  with  Kootenai  River)  1768 

1.5    MOYIE  FALLS 

2.0    U.S.  2  Highway  Bridge 

2.3  Upper  Moyie  Dam  and  Power  Plant 

5.0  Stream  gage,  USGS  #3075  at  EILEEN  755   2127 

5-1  Skin  Creek  (R  bank) 

6.2  Summit  Siding 

7.4  Deer  Creek  (L  bank,  4th  order)  2223 

0.0    (at  confluence  with  Moyie  R.) 
2.2    NFD  Road  Bridge 
4.0    Keno  Creek  (L  bank) 
4.5    Faro  Creek  (L  bank) 
6.8    Mill  Creek  (L  bank) 
7.5    Dovis  Creek  (Deer  Creek 
headwater ) 
7-8    MEADOW  CREEK 

8.9    Meadow  Creek  (R  bank)  2310 

9.4    NFD  Road  Bridge 
10.9    NFD  Road  Bridge 
12.3    Spokane  International  RR  Bridge 
and  Highway  Bridge 

12.7  Stream  gage,  USGS  #3070,  Moyie  River 

at  SNYDER  656  2473 

12.8  Snyder  Ranger  Station 
15.0    NFD  Road  Bridge 
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River 
Mile 

Location 
miles 


Description 


Drainage 

Area 
sq. miles 


Moyie  River  (Continued) 


18.4 


18.6 
19-0 

19-7 
20.0 
22.2 
23.0 
24.0 
25.0 

25.2 
25.3 
25.6 

25.9 
27.9 


29.8 


31.4 
31-5 


33.5 


33-6 
34.2 


Round  Prairie  Creek  (R  bank,  4th  order) 
0.0    (at  confluence  with  Moyie  River) 
3-2    Gillon  Creek  (L  bank) 

(outlet  Robinson  Lake) 
3A    U.S.  95  Bridge 

3.8  U.S.  95  Bridge 
4.2    U.S.  95  Bridge 

5.9  Hellroaring  Creek  (R  bank) 
6.8    U.S.  95  Bridge 

NFD  Road  Bridge 

Spokane  International  RR  bridge 

Spruce  Creek  (L  bank) 

ADDIE 

Copper  Creek  (L  bank) 

Unnamed  tributary  (L  bank) 

U.S.  95  bridge 

Stream  gage,  USGS  #3065 

at  EASTPQRT,  IDAHO 
International  Boundary 

Local  bridge,  KINGSGATE,  BRITISH  COLUMBIA 
B.C.  Hwy  95  bridge,  KINGSGATE 
Aerial  pipeline  crossing,  Alberta 

Natural  Gas 
Little  Moyie  River  (R  bank,  4th  order) 

0.0    (at  confluence  with  Moyie  R.) 

0.1    CPR  bridge 
Elmer  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Moyie  R.) 

0.01   B.C.  Hwy  95  bridge 

0.1    Pipeline  crossing,  Alberta 
Natural  Gas 
Local  bridge,  Glenlily 
Elmira  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Moyie  R.) 

0.1    B.C.  Hwy  95  bridge 

0.2    Pipeline  crossing,  Alberta 
Natural  Gas 
Rainy  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Moyie  R.) 

0.1    B.C.  Hwy  3  bridge 

0.11   CPR  bridge 

0.5    B.C.  Hwy  3  crossing 

0.6    CPR  bridge 

2.2    CPR  bridge 
B.C.  Hwy  3  bridge,  Curzon 

B.C.  Hwy  3  &  95  bridge,  Curzon 


Water 

Elev. 

ft. 


2527 


570 


2553 
2626 
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River 

Mile                                              Drainage  Water 

Location  Description                 Area  Elev. 

miles                                             sq. miles  ft. 

Moyie  River  (Continued) 

36.9    B.C.  Hwy  3  &  95  bridge,  YAHK 

40.1    Englishman  Creek  (R  bank,  4  th  order) 

0.0    (at  confluence  with  Moyie  R.) 

0.1    CPR  bridge 

42.3  B.C.  Hwy  3  &  95  bridge,  Ryan 

43.1  Pipeline  crossing,  Alberta  Natural  Gas 
52.9    Stone  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Moyie  R.) 
0.4    Pipeline  crossing,  Alberta 

Natural  Gas 
54.9    Sundown  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Moyie  R. ) 
0.3    Pipeline  crossing,  Alberta 

Natural  Gas 

56.4  Sunrise  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Moyie  R.) 
0.3    Local  bridge 
0.31   Overhead  powerline,  EKP&L 
0.5    Pipeline  crossing,  Alberta 
Natural  Gas 
56.7    CPR  bridge 

57.0  WRB  metering  section  at  MOYIE,  280 

Stn  #6NH-34 
57-01   B.C.  Hwy  3  &  95  bridge,  Aldridge 

57.02  Overhead  telephone  line,  B.C.  Tel. 
57-1    Farrell  Creek  (L  bark,  4th  order) 

0.0    (at  confluence  with  Moyie  R.) 
0.01   CPR  bridge,  Aldridge 
0.1    B.C.  Hwy  3  &  95  bridge 
0.11   Overhead  telephone  line, 

B.C.  Tel. 
0-3    Local  bridge 

57.5  Outlet  of  Moyie  Lake 

59.3  Wharf,  MOYIE,  private 

59.4  WRB  gauge  at  MOYIE,  Stn  #8NH-11  3040 

60.7  Head  of  Moyie  Lake  (Lower  Lake) 

61.1  Local  bridge 

61.8  Outlet  of  Moyie  Lake  (Upper  Lake) 

64.9  Cotton  Creek  (L  shore) 

0.0    (at  center  of  Moyie  Lake) 
0.3    Mouth  of  Cotton  Creek  at  lake 

shore 
0.31   CPR  bridge,  Jerome 
0.4    Overhead  powerline,  EKP&L 

65.2  Seaplane  base  (R  shore) 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

Moyie  River  (Continued) 

65-5    Peavine  Creek  (L  shore,  4th  order) 

0.0    (at  center  of  Moyie  Lake) 

0.2    Mouth  of  Peavine  Creek  at 
lake  shore 

0.3    CPR  bridge 

0.4    B.C.  Hwy  3  &  95  bridge 

0.4-1   Overhead  telephone  line, 
B.C.  Tel. 

0.7    Local  bridge 

1.4    Overhead  powerline,  EKP&L 

2.9    Overhead  powerline,  EKP&L 
65.51   Head  of  Moyie  Lake  (Upper  Lake)  and 

mouth  of  Moyie  River 
65.8    CPR  bridge 
66.Q        B.C.  Hwy  3  &  95  bridge 
66.81   Overhead  telephone  line,  B»C.  Tel. 
68.0    Palmer  Bar  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Moyie  R.) 

0.2    Overhead  telephone  line, 
B.Co  Tel. 

0.21   B.C.  Hwy  3  &  95  bridge 

0.3    CPR  bridge 

0.6    CPR  bridge 

1.7    CPR  bridge 

l6l.8     Katka  Dam  site  near  KATKA,  Idaho 

164.2     Stream  gage,  USGS  #3060,  Kootenai  River         II860   1775 
at  KATKA 

164.4  BPA  overhead  transmission  line,  115  KV 

(BONNERS  FERRY-TROY) 

165.0  Katka  Creek  (L  bank)  1776 

169.5  Cur ley  Creek  (R  bank)  1791 

171.1  Boulder  Creek  (L  bank,  3rd  order)  l800 

0.0    (at  confluence  with  Kootenai  River) 
2.1    Gable  Creek  (L  bank) 
2.8    Stream  gage,  USGS  #3055 

near  LEONIA  (R  bank)  53   26O0 

3.0  NFD  road  crossing 

3.4  McGinty  Creek  (L  bank) 

4.1  East  Fork  Creek  (R  bank) 

5.2  Middle  Fork  Creek  (R  bank) 
11.6  NFD  road  crossing 
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River 
Mile 

Location 
miles 

171  .k 

171.6 

171.7 
175.1 
177.5 


Description 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


LEONIA 


Stream  gage,  USGS  #3050,  Kootenai  River 
at  LEONIA  (R  bank) 

Idaho  -  Montana  State  Boundary 

Pine  Creek  (R  bank) 

Yaak  River  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenai  River) 
Yaak  Forest  Camp 
U.S.  2  Highway  Bridge 
Stream  gage,  USGS  #30^5,  Yaak  River 

near  TROY  (R  bank) 
BPA  transmission  line,  115  KV 

(BONNERS  FERRY- TROY) 
Kilbrennan  Creek  (L  bank) 
Arbo  Creek  (L  bank) 
Yaak  Fall. 

Yaak  River  near  TROY 
Wampoo  Creek  (R  bank) 

Seventeenmile  Creek  (L  bank,  4th  order) 
0.0    (at  confluence  with  Yaak  River) 
k.l         Conn  Creek  (R  bank) 
k.k         North  Fork  Seventeenmile  Creek 
(R  bank) 


117^0 


0.1 

0.2 

0.25 

0.6 

3-2 

7.9 

9.2 

9-7 

10.1 

12.2 

l8o4 
1820 

1830 


766   1850 


730 


2^61 


Hemlock  Creek  (L  bank) 

Flat tail  Creek  (R  bank) 

Lost  Fork  Creek  (L  bank) 

Bridge 

Big  Foot  Creek  (L  bank) 


7-0 
8.3 
9-5 
9-8 
11.6 
12.8    Bridge 

13.7  Yaak  River  near  TROY 

lU.2    Fourth  of  July  Creek  (R  bank) 

15.6    SYLVANITE 

l6.h         Burnt  Creek  (L  bank) 

16 . 5    Bridge 

18A    Cyclone  Creek  (R  bank) 

19.8  Red  Top  Creek  (R  bank) 
21. k         Meadow  Creek  (R  bank) 
21.8    He llr oaring  Creek  (R  bank) 
26.0    Spread  Creek  (L  bank) 
27-0    Pheasant  Creek  (L  bank) 

28.3  Whitetail  Creek  (R  bank) 

28.4  Stream  gage,  USGS  #3042 

Yaak  River  near  YAAK  (R  bank) 
30.8    Long  Meadows  Dam  site 


650 


2693 

2732 
2753 
2799 
2810 
2881 
2891 
2898 


^93 
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River 
Mile 

Lodation 
miles 


Description 


177.8 
181.3 


Yaak  River  (Continued) 

30.9  Pete  Creek  (R  bank) 

31.0  Yaak  River  above  Pete  Creek 

31.7  Cool  Creek  (L  bank) 
3^.3  YAAK  (Bridge) 

35.3    South  Fork  Yaak  River  (L  bank, 
4th  order) 
0.0    (at  confluence  with  Yaak  R.) 
0.6    Road  crossing 
1.0    Beaver  Creek  (R  bank) 
3.4    Fowler  Creek  (R  bank) 
4.0    Bridge 

5.0    Clay  Creek  (L  bank) 
5.9    Road  crossing 
^•2    Zulu  Creek  (R  bank) 

9.0  Smoot  Creek  (R  bank) 

38.2  Vinal  Creek  (L  bank) 
43-4    Upper  Ford  Guard  Station 

(Bridge,  YAAK-REXFORD  Highway) 
44.6    West  Fork  Yaak  River  (R  bank, 
4th  order) 
0.0    (at  confluence  with  Yaak  R.) 

1.1  Bridge 

3.9  French  Creek  (R  bank) 

9.3  International  Boundary 

12.3  International  Boundary 
13.6  Garver  Creek  (R  bank) 
16.1  Jungle  Creek  (L  bank) 

18.4  Davis  Creek  (L  bank) 

46.8  Kookoo  Creek  (R  bank) 

49.5    East  Fork  Yaak  River  (L  bank, 
4th  order) 
0.0    (at  confluence  with  North 

Fork  Yaak  River) 
0.1    Bridge,  (YAAK-REXFORD  Hwy.) 
2.0    Windy  Creek  (L  bank) 
4.0    Blacktail  Creek  (R  bank) 
4.9    Solo  Joe  Creek  (L  bank) 
5.8    Caribou  Creek  (R  bank) 
6.7    Basin  Creek  (L  bank) 

49.5  North  Fork  Yaak  River  (Yaak  River 

continuation) 

50.3  Bridge 

53.6  International  Boundary 


Drainage 

Water 

Area 

Elev. 

sq. miles 

ft. 

460 

2910 

2929 

2932 


3020 
3398 

3410 


2937 
2998 

3280 


3940 
4480 
4670 
3038 
3092 


3440 
3550 


Star  Creek  (L  bank) 
Ruby  Creek  (L  bank) 


1850 
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River 

Mile                                             Drainage  Water 

Location  Description                Area  £lev. 

miles                                           sq. miles  ft. 

182.6      Brush  Creek  i860 

183.8      U.S.  2  Highway  Bridge 

185.8      TROY 

186.4      Callahan  Creek  (L  bank,  3rd  order)  1865 

0.0  (at  confluence  with  Kootenai  River) 

0.2  Great  Northern  RR  Bridge 

0.8  U.S.  2  Highway  Bridge  86    1900 

0.80  Stream  gage,  USGS  #3040  at  TROY 

3-1  Three  Mile  Creek  (L  bank) 

4.3  July  Creek  (R  bank) 
5.7  Gordon  Creek  (L  bank) 

6.7  Goat  Creek  (R  bank) 

7.4  North  Callahan  Creek 

0.0    (at  confluence  with 
Callahan  Creek) 

2.5  Smith  Creek  (R  bank) 

2.6  Frezkat  Creek  (L  bank) 
4.8    Sweazy  Creek  (L  bank) 
4.8l   Caribou  Creek  (R  bank) 

7.4    South  Callahan  Creek 

0.0    (at  confluence  with 
Callahan  Creek) 

4.3  Glad  Creek  (R  bank) 

I87.O      Lake  Creek  (L  bank,  3rd  order)  1872 

0.0  (at  confluence  with  Kootenai  River) 

0.3  Great  Northern  RR  Bridge 

0.5  Stream  gage,  USGS  #3035  at  TROY  210   1900 

3.1  Falls  Creek  (R  bank) 

4.3  Road  crossing 

6.0  Iron  Creek  (L  bank) 

6.8  Copper  Creek  (L  bank) 

7.9  Keeler  Creek  (L  bank,  4th  order) 

0.0  (at  confluence  with  Lake  Creek) 

0.3  Road  crossing 

2.8  North  Fork  Keeler  Creek  (L  bank) 

3.4  South  Fork  Keeler  Creek  (R  bank) 

8.5  Cheer  Creek  (R  bank) 
8.8  Halvorson  Creek  (R  bank) 
8.80  West  Fork  Keeler  Creek 

8.7  Twin  Creek  (R  bank) 

9.8  Porcupine  Creek  (R  bank) 
11.3  Camp  Creek  (R  bank) 
12.0  Road  crossing 

12.8    Dry  Creek  (R  bank) 
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River 

Mile                                              Drainage  Water 

Location  Description                 Area  Elev. 

miles                                             sq. miles  ft. 

Lake  Creek  (Continued) 

13.8  Stanley  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Lake  Creek) 
1.8    Thicker  Creek  (L  bank) 
2.6    Spar  Creek  (L  bank) 

13.9  Lake  Creek  below  Bull  Lake  78 
l4.0    Bull  Lake,  lower  end 

15.0  DORR  SKEELS  (R  bank) 
19.0  Bull  Lake,  Upper  end 
19.00   Ross  Creek 

187.3      BPA  transmission  line  crossing,  115  KV 
(BONNERS  FERRY- TROY) 

I87.6      O'Brien  Creek  (R  bank,  3rd  order) 

PP&L  transmission  line,  115  KV 

0.0  (at  confluence  with  Kootenai  River) 

0.2  Road  crossing 

2.6  Lynx  Creek  (L  bank) 

2.6l  Road  crossing 

9.0  North  Fork  O'Brien  Creek  (R  bank) 

192.3      Kootenai  Falls  Dam  site 

PP&L  transmission  line,  115  KV 

193.1      Kootenai  Falls 

19^-5      Williams  Creek  (L  bank)  i960 

199-1      Quartz  Creek  (R  bank,  3rd  order)  2000 

0.0    (at  confluence  with  Kootenai  River) 
0.2    Bridge 

1.0    PP&L  transmission  crossing,  115  KV 
3.2    West  Fork  Quartz  Creek  (L  bank) 

199.9      Cedar  Creek  (L  bank) 

200.8     Bobtail  Creek  (R  bank) 

201.0      Pipe  Creek  (R  bank,  3rd  order)  2029 

0.0  (at  confluence  with  Kootenai  River) 

0.6  Bridge 

1.6  PP&L  transmission  crossing,  115  KV 

5-3  Doak  Creek  (L  bank) 

6.4  Road  crossing 

11.2  Noisy  Creek  (L  bank) 
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River 

Mile                                              Drainage  Water 

Location  Description                Area  Elev. 

miles                                             sq. miles  ft. 

Pipe  Creek  (Continued) 

14.0    Shafer  Creek  (L  bank) 

17.2    Pipe  Creek  Forest  Camp 

19,0    East  Fork  Pipe  Creek  (L  bank) 

19 . 2    Bridge  (LIBBY-YAAK  Road ) 

203.1      Parmenter  Creek  (L  bank)  20k0 

204.0  Flower  Creek   (L  bank)  204-5 

0.0    (at  confluence  with  Kootenai  River) 

k.5         Stream  gage,  USGS  #3031  near  LIBBY       15     2750 
PP&L  transmission  line,  115  KV 

204.3      Stream  gage,  USGS  #3030 

Kootenai  River  at  Libby,  (R  bank)  102*40     2046 

20*4- .4      LIBBY  (Bridge) 

204. 9      Bridge  (LIBBY-YAAK  Road) 

205.1  Libby  Creek  (L  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenai  River)      233     2050 

0.1    Great  Northern  RR  Bridge 

0.7    U.S.  2  Highway  bridge 

2.9    Big  Cherry  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Libby  Cr.) 

0.6    U.S.  2  Highway  Bridge 

4.0  Granite  Creek  (L  bank) 

0.0    (at  confluence  with 
Big  Cherry  Creek) 

2.5    Stream  gage,  USGS  #3025   24     278O 
near  LIBBY 
4.7    No  Creek  (L  bank) 

7.1  Deep  Creek  (L  bank) 
9-1    Smearl  Creek  (L  bank) 

12.6    Leigh  Creek  (L  bank) 

13.6    Snowshoe  Creek  (L  bank) 

9.0  Getner  Creek  (L  bank) 

12.0  Elliot  Creek  (R  bank) 

12.7  Swamp  Creek  (R  bank) 

13.0  U.S.  2  Highway  Bridge 

13.5  Crazyman  Creek  (L  bank) 

15.7  Hoodoo  Creek  (R  bank) 

17.7  Bear  Creek  (L  bank) 

18.2  Little  Cherry  Creek  (L  bank) 

20.7  Poorman  Creek  (L  bank) 
21. 4  Ramsey  Creek  (L  bank) 

22.8  Howard  Creek  (R  bank) 

207.7      Mile  204.9  Dam  Site 
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River 

Mile                                              Drainage  Water 

Location  Description                 Area  Elev. 

miles                                             sq. miles  ft. 

209.9      Rainy  Creek  (R  bank)  2072 

211.9      RIPLEY 

217.5      JENNINGS 

218.2      Fisher  River  (L  bank,  3rd  order)  839   2113 

0.0  (at  confluence  with  Kootenai  River) 

0.1  Great  Northern  RR  Bridge 

2.0  Butler  Creek  (R  bank) 

3.6  Bridge  2272 

3.7  Buck  Creek  (L  bank) 
6.7  Cody  Creek  (R  bank) 
6.70  Doe  Creek  (L  bank) 
7.2  Fawn  Creek  (L  bank) 

9.0    Stream  gage,  USGS  #3020  78O   2^+5 

near  JENNINGS  (L  bank) 
10.9    Wolf  Creek  (R  bank,  4  th  order)  2l6 

0.0    (at  confluence  with  Fisher  R. ) 

0 . 7    Bridge 

5.0    Richards  Creek  (R  bank) 

9-0    Calix  Creek  (L  bank) 
13.1    Little  Wolf  Creek  (L  bank) 
16.5    Dry  Fork  (R  bank) 
11.8    Brush  Creek  (L  bank) 
12.8    Cow  Creek~(R  bank) 
l4.3    Snell  Creek  (R  bank) 
15.8    Harris  Creek  (L  bank) 
16.6    Bridge 

16.8    McKillop  Creek  (R  bank) 
18.8    Squaw  Creek  (L  bank) 
19.8    Teepee  Creek  (L  bank) 
20.3    Smoke  Creek  (R  bank) 
23.5    Schreiber  Creek  (L  bank) 
25.0    Miller  Creek  (L  bank) 
25-4    U.S.  2  Highway  Bridge 
26.2    West  Fisher  River  (L  bank) 
30.0    East  Fisher  River  (R  bank,  4th  order) 

0.0    (at  confluence  with  Fisher  River) 

3.0    Porcupine  Creek  (R  bank) 

4.5    Silver  Butte  Creek  (R  bank) 

7-0    Owl  Creek  (R  bank J 

7.5    Himes  Creek  (L  bank) 
12.4    Sylvan  Lake  Outlet 
30.5    Houghton  Creek  (L  bank) 
31.0    Rariton  Creek  (L  bank) 
32.0    Raven  Ranger  Station 
33-5    McGinnis  Creek  (L  bank) 
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River 

Mile                                             Drainage  Water 

Location  Description                Area  Elev. 

miles                                           sq. miles  ft. 

Fisher  River  (Continued) 

38 .k  Loon  Lake 

kO.k  U.S.  2  Highway  Bridge 

U3.6  Barnum  Creek  (L  bank) 

53-5  Pleasant  Valley  Creek  (R  bank) 

219.8  Dunn  Creek  (L  bank) 

219.9  Libby  Dam  site 

219.90  Alexander  Creek  (R  bank) 

220.5  Canyon  Creek  (L  bank)  2130 
22^.8  Little  Jackson  Creek  (R  bank)  2137 
225-3  Jackson  Creek  (R  bank)  2139 
226.2  YARNELL 

226.8     Cripple  Horse  Creek  (L  bank)  21^5 

227.8     Warland  Creek  (L  bank) 
228.0     WARLAND  (Ranger  Station) 

228.6  Stream  gage,  USGS  #3018.5,  Kootenai  River 

at  Warland  Bridge  near  LIBBY  8892    21^8 

228.7  Barron  Creek  (R  bank)  2152 
231-5      Bristov  Creek  (R  bank) 

233.0  Fivemile  Creek  (L  bank)  2163 

238.0  Tenmile  Creek  (L  bank) 

2^0.2  URAL  (L  bank) 

2^0.3  Ural  Creek  (R  bank) 

2^3-8  Parsnip  Creek  (R  bank) 

2^.5  TWEED 

2U6.8  McGuire  Creek  (L  bank) 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

248.7      Big  Creek  (R  bank,  3rd  order)  2219 

0.0  ~ ("at  confluence  with  Kootenai  River) 
0.2    Montana  37  Highway  Bridge 
3.1    Little  North  Fork  (L  hank) 
4.1    Steep  Creek  (R  bank) 
6.8    Good  Creek  (L  bank) 

8.6  North  Fork  Big  Creek  (L  bank) 
8.6l   South  Fork  Big  Creek 

0.0    (at  confluence  with  Big  Creek) 
1.5    Cope land  Creek  (L  bank) 
6.1    Lookout  Creek  (R  bank) 
9.0    Drop  Creek  (L  bank) 
15*1    East  Branch  and  West  Branch 
( confluence ) 

Sutton  Creek  (L  bank) 

Gold  Creek  (R  bank) 

Boulder  Creek  (R  bank) 

Pinkham  Creek  (L  bank)  at  RONDO  22*4-9 

Stream  gage,  USGS  #3017,  Kootenai  River  8420    2260 

near  REXFORD 

260.5      Montana  37  Highway  Bridge 

260.51     Sullivan  Creek  (R  bank) 

262.0      REXFORD 

264.0      Tobacco  River  (L  bank,  3rd  order)  447    2278 

0.0    (at  confluence  with  Kootenai  River) 
0.5    Montana  37  Highway  Bridge 

1.7  Great  Northern  RR  Bridge 

5.1  Great  Northern  RR  Bridge 

6.0    Stream  gage,  USGS  #3013  440    2522 

near  EUREKA 

6.2  Indian  Creek  (R  bank) 
8.4    EUREKA 

9.2  Saint  Clair  Creek  (R  bank) 

10.0  Great  Northern  RR  Bridge 

10.7  Great  Northern  RR  Bridge 

12.5  Mud  Creek  (R  bank) 


250.3 

252.3 

253.8 

257.2 

260.48 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq.. miles  ft. 

Tobacco  River  (Continued) 

15-1    Grave  Creek  (R  bank) 

0.0    (at  confluence  with  Tobacco 

River ) 
5.0    Stream  gage,  USGS  #3010  55    3140 

near  F0RTINE 

15.3  Great  NorthernRR  Bridge 
17.0    Great  Northern  RR  Bridge 

18. 4  FORTINE 

18.5  Deep  Creek  (R  bank) 

19.4    Fortine  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Tobacco 

River) 
3.0    Great  Northern  RR  Bridge 
4.3    TREGO 

8.5    Edna  Creek  (L  bank) 
8.7    Stream  gage,  USGS  #3005  112    3340 

near  TREGO 
9.5    Stewart  Creek  (R  bank) 
12.5    Swamp  Creek  (L  bank) 
16.0    Basin  Creek  (R  bank) 

17.3  Davis  Creek  (L  bank) 

18.0    Twin  Meadows  Creek  (R  bank) 

21.4  Murphy  Lake 

264.1  Dodge  Creek  (R  bank) 

268.4  Young  Creek  (R  bank) 

271.0  International  Boundary 

271.2  Linklater  Creek  (R  Dank)  46 

272.1  Gauge  and  cableway  at  NEWGATE,  BRITISH  COLUMBIA    7660   2314  at 

WRB  Stn  #8NG-42  ( USGS  GAGE  #3000)  avg.  flow 

(international  Gaging  Station)  10,400  cfs 

272.5  Lynn  Island,  upstream  end 

276.3  Unnamed  Island,  upstream  end 

276.4  Gold  Creek  (R  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenay  River) 
2.1    Local  bridge 

3.0    WRB  gauge  and  cableway  near  NEWGATE,       353 
Stn  #8NG-4  (Discontinued) 
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River 
Mile 

Location 
miles 


284.0 
285.6 
285.7 


Description 


Drainage 
Area 
sq. miles 


Water 

Elev. 

ft. 


Gold  Creek  (Continued) 


17.1    Bloom  Creek  (R  bank) 

23.5    Tepee  Creek  (R  bank,  4  th  order) 

0.0    (at  confluence  with  Gold  Cr.) 
3.7    Pipeline  crossing,  Alberta 

Natural  Gas 
7.3    Pipeline  crossing,  Alberta 
Natural  Gas 

25.0  Pipeline  crossing,  Alberta  Natural  Gas 

36.3  Pipeline  crossing,  Alberta  Natural  Gas 

37. 4  Pipeline  crossing,  Alberta  Natural  Gas 

Unnamed  Creek  (R  bank) 

Kootenay  River  below  Elk  River 

Elk  River  (L  bank,  3rd  order) 
0.0   "~("at  confluence  with  Kootenay  River) 
0.6    B.C.  Hwy  93A  bridge 

8.3  Raymond  Creek  (L  bank) 

8.4  WRB  cableway  at  Phillips  Bridge 

near  ELKO,  Stn.  #8NK-5 
8.6    WRB  gauge  at  Phillips  Bridge  near 
ELKO,  Stn  #8NK-5 

8.6l   B.C.  Hwy  93  bridge 
9.6    Donald  Creek  (L  bank) 

10.7  Wigwam  River  (L  bank) 

12.3    Aerial  pipeline  crossing,  Alberta 
Natural  Gas 

13.8  Cable  bucket  crossing 

13.81  WRB  gauge  at  ELKO,  Stn  #8NK-1 

(discontinued) 

13.82  Elko  Powerhouse,  Elk  River 

Development,  EKP&L 

14.5  Elko  Dam  and  intake  tunnel,  EKP&L 
1U.9    Overhead  powerlines,  EKP&L 

15.1  Local  bridge,  ELKO 

16.9  CPR  bridge 

18.6  WRB  gauge  and  cableway  at  Stanley 

Park  near  ELKO,  Stn  #8NK-12 

21.7  Tunnel  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Elk  River) 
0.2    Overhead  telephone  line, 

B.C.  Tel. 
0.21   B.C.  Hwy  crossing 


7210 


2383 


1720 


25^-9  at 
avg .  flow 
2700  cfs 


1370 


280U  at 
avg .  flow 
2220  cfs 


1370 


3034  at 
avg .  flow 
2220  cfs 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq. miles  ft. 

Elk  River  (Continued) 

22.2  Unnamed  Creek  (L  bank,  4  th  order) 

0.0    (at  confluence  with  Elk  River) 

0.2    CPR  crossing 

0.3    Overhead  powerlines,  EKP&L 

26.0  Local  bridge,  Morrissey 

33.3  Lizard  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Elk  River) 
0.1    Overhead  telephone  line, 

B.C.  Tel. 
0.11   CPR  bridge 

36.1  Coal  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Elk  River) 

0.2    Local  bridge 

0.3    Pipeline  crossing,  Alberta 
Natural  Gas 

0.31   CPR  crossing 

0.4    B.C.  Hwy  crossing 

0.6    Overhead  powerlines,  EKP&L 

0.6l   B.C.  Hwy  crossing 

0-7    B.C.  Hwy  crossing 
36.7    B.C.  Hwy  3  bridge,  FERNIE 
36.71   Overhead  telephone  line,  B.C.  Tel. 
37-9    B.C.  Hwy  3  bridge,  FERNIE 
38.0    Fairy  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Elk  River) 

0.2    B.C.  Hwy  3  bridge 
40.0    Overhead  telephone  line,  B.C.  Tel. 

41.2  Hartley  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Elk  River) 

0.2    Overhead  telephone  line, 
B.C.  Tel. 

0.6    B.C.  Hwy  3  bridge 

0-9    Overhead  power line,  EKP&L 
45.5    B.C.  Hwy  3  bridge 
45.7    Overhead  telephone  line,  B.C.  Tel. 

46.0  Hosmer  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  Elk  River) 
0.3    B.C.  Hwy  3  bridge 
0.4    CPR  bridge 
0.7    Overhead  telephone  line, 
B.C.  Tel. 

49.1  McCool  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  Elk  River) 
0.2    Overhead  power line,  EKP&L 
49.ll   Cable  bucket  crossing 
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River 
Mile 

Location 
miles 


Description 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


Elk  River  (Continued) 


51-9 
54.6 
58.8 


59-2 
60.1 
61.2 


67-7 

69.5 

69.51 

70.9 

71-7 

71.71 

74.7 


Footbridge  to  Olson 
Overhead  powerline s,  EKP&L 
Michel  Creek  (L  bank,  4th  order) 


0.0 
1-3 

1.31 

2.0 

2.01 

4.6 

4.8 

7.1 


7-6 


7-7 
8.0 
8.4 
9-2 
10.3 


(at  confluence  with  Elk  River) 
Overhead  telephone  line, 

B.C.  Tel. 
CPR  bridge 
B.C.  Hwy  3  bridge 
Overhead  powerline,  EKP&L 
Local  bridge,  MICHEL 
B.C.  Hwy  3  bridge 
Erickson  Creek  (Rtank,  5th 
order ) 
0.0    (at  confluence  with 

Michel  Creek) 
0.3    CPR  bridge 
0.5    Overhead  powerline, 
EKP&L 
Alexander  Creek  (R  bank,  5th 
order ) 
0.0    (at  confluence  with 

Michel  Creek) 
0.3    CPR  bridge 
1.3    B.C.  Hwy  3  bridge 
2.8    B.C.  Hwy  3  bridge 
3-5    Overhead  powerline,  EKP&L 
B.C.  Hwy  3  bridge 


CPR  bridge 

CPR  bridge 

CPR  bridge 

CPR  bridge,  McGillivray 
Local  bridge 

Overhead  powerline s,  EKP&L 
Cumroings  Creek  (R  bank,  4th  order) 
0.0    (at  confluence  with  Elk  River) 
0.5    Overhead  powerline,  EKP&L 
0.6         B.C.  Hwy  bridge  at  Elk  Prairie 
Grave  Creek  (L  bank) 
WRB  gauge  near  NATAL,  Stn  #8NK-l6 
Local  bridge 
Fording  River  (L  bank) 
Brule  Creek  (R  bank) 
Cable  bucket  crossing 
Weigert  Creek  (R  bankj 


76O 
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River 
Mile 

Location 
miles 


Description 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


Elk  River  (Continued) 


84.9 


88.8 

89.O 

114. 0 


118.0 


119.1 
122.1 

134.7 
135.0 
135.8 
137-2 


Boivin  Creek  (R  bank,  4th  order) 
0.0    (at  confluence  with  Elk  River) 
0.2    Local  bridge 
0.4    Overhead  powerline,  EKP&L 

Overhead  powerline,  EKP&L 

Footbridge 

Aldridge  Creek  (L  bank,  4th  order) 
0.0    (at  confluence  with  Elk  River) 
0.5    Overhead  powerline,  EKP&L 

Weary  Creek  (L  bank,  4th  order) 
0.0    (at  confluence  with  Elk  River) 
0.5    Overhead  powerline,  EKP&L 

Gardner  Creek  (R  bank) 

Cadorna  Creek  (R  bank) 

Outlet  of  Lower  Elk  Lake 

Head  of  Lower  Elk  Lake 

Outlet  of  Upper  Elk  Lake 

Head  of  Upper  Elk  Lake  and  mouth  of 
Nivelle  Creek 


287.2     Local  bridge,  WALDO 

Alternate  Channel  (R  bank) 


288.1 

downstream  end 

289.9 

upstream  end 

Alternate  Channel  (R  bank) 

290.4 

downstream  end 

293.9 

upstream  end 

293.1      Kikomun  Creek  (L  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenay  River 
alternate  channel) 

6.0  Pipeline  crossing,  Alberta  Natural 

Gas 

6.1  Caithness  Creek  (L  bank,  4th  order) 


0.0 
2.1 
2.11 

2.2 
4.4 


(at  confluence  with  Kokimun  Cr . ) 
B.C.  Hwy  3  &  93  crossing 
Overhead  telephone  line, 

B.C.  Tel. 
CPR  crossing 
Overhead  powerlines,  EKP&L 
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River 

Mile                                              Drainage  Water 

Location  Description                Area  Elev. 

miles                                             sq. miles  ft. 

29k. 5  Suzanne  Creek  (L  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenay  River) 
3-^    Pipeline  crossing,  Alberta  Natural 

Gas 
k.k         Outlet  of  Suzanne  Lake 

296.1      Sand  Creek  (L  bank,  3rd  order) 

0.0    (at  confluence  with  Kootenay  River)  2*KX> 

1.9    Pipeline  crossing,  Alberta  Natural 

Gas 
4.9    B.C.  Hwy  bridge 
9-3    B.C.  Hwy  3  &  93  bridge 

9.31  Overhead  telephone  line,  B.C.  Tel. 

9.32  CPR  bridge 

10.1  Local  bridge,  GALLOWAY 

10 . 2  WRB  gauge  and  cableway  near  50 

GALLOWAY,  Stn  #8NG-60 
10.9    Overhead  powerline,  EKP&L 

298.1      Plumbob  Creek  (R  bank)  2^4-04 

298.7  Aerial  pipeline  crossing,  Alberta  Natural 

Gas 

30^-9      Rocky  Creek  (R  bank) 
306.9      Chipka  Creek  (R  bank) 

307.8  CPR  bridge,  WARDNER  2^37 

308.6     WRB  gauge  at  WARDNER,  Stn  #8NG-5  5200   2^K)  at 

avg.  flow 
7120  cfs 

308.61     B.C.  Hwy  3  &  93  bridge 

309A      HaHa  Creek  (R  bank) 

309.5      WRB  cableway  at  WARDNER,  Stn  #8NG-5  5200 

312.0      Overhead  powerlines,  EKP&L 

312.3      Bull  River  (L  bank,  3rd  order) 

0.0    Mouth  of  Bull  River  62^    2^56 

0.7    CPR  bridge 

0-9    B.C.  Hwy  bridge 

1.2    Overhead  powerline,  EKP&L 


-M- 


River 
Mile 

Location 
miles 


313-0 
313.  ** 


317.7 
319.6 
329.0 


330.1 


330.9 

330.91 

331.1 


Description 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


Bull  River  (Continued) 

6.6  WRB gauge  and  cableway  near  WARDNER, 

Stn  #6NG-2 

6.7  Powerhouse,  Bull  River  Development, 

EKP&L 
7.3    Local  bridge 

8.k         Aberfeldie  Dam,  Bull  River  Development, 
EKP&L 
21.8    Galbraith  Creek  (R  bank) 
25.7    Sulphur  Creek  (L  bank) 


Overhead  telephone  line,  B.C.  Tel. 

Norbury  Creek  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.5    CPR  bridge 
0.6    B.C.  Hwy  bridge 
1.9    WRB  gauge  near  WARDNER,  Stn  #8NG-58 

Overhead  powerline,  EKP&L 

Whiskey  Creek  (R  bank) 

Mause  Creek  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.2    CPR  bridge 
0.5    B.C.  Hwy  bridge 

Wild  Horse  River  -  West  Fork 
(L  bank,  3rd  order ) 
0.0    (at  confluence  with  Kootenay  River) 
0.3    CPR  bridge 
1.3    WRB  gauge  near  FORT  STEELE, 

Stn  #8NG-52  (Discontinued) 
1.31   B.C.  Hwy  bridge 

WRB  gauge  at  FORT  STEELE,  Stn  #8NG-36 

B.C.  Hwy  93  bridge,  FORT  STEELE 

St.  Mary  River  (R  bank,  3rd  order) 
0.01   Mouth  of  St.  Mary  River 
k.2         Overhead  powerline s,  EKP&L 
7.1    Local  bridge,  ST.  EUGENE  MISSION 


610 


72 


4350   2501 


1080   250J+ 
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River 

Mile                                              Drainage  Water 

Location  Description                Area  Elev. 

miles                                             sq. miles  ft. 

St.  Mary  River  (Continued) 

7.6    Joseph  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  St.  Mary 

River ) 
0.5    Local  bridge 
0.6    Local  bridge 

1.2  Local  bridge 
1.4  Local  bridge 
1-9    Local  bridge 

4.3  CPR  bridge,  CRANBR00K 

4.4  B.C.  Hwy  3  bridge,  CRANBROOK 

13.3  CPR  bridge,  WYCLIFFE 

14.4  WRB gauge  at  WYCLIFFE,  Stn  #8NG-12         9^0   2772  at 

avg.  flov 
1870  cfs 

14.5  B.C.  Hwy  93  &  95  bridge 

14.6  Booth  Creek  (R  bank) 

14.8  Perry  Creek  (R  bank) 

15.7  Overhead  powerlines,  EKP&L 
20.3    Mark  Creek  (L  bank,  4th  order) 

0.0    (at  confluence  with  St.  Mary 

River ) 
0.3    Unnamed  falls  (50') 
0.4    B.C.  Hwy  95  bridge,  MARYSVILLE 
0.4l   Overhead  telephone  line, 

B.C.  Tel. 
0.7    Local  bridge,  MARYSVILLE 

23.0  Pitt  Creek  (R  bank) 

25.9  Matthew  Creek  (L  bank) 

28.8  Pudding  Burn  Creek  (R  bank) 
31.8    Hellroaring  Creek  (R  bank) 

32.5  Local  bridge 

32.6  WRB  gauge  at  MARYSVILLE,  570   3188  at 

Stn.  #8NG-46  avg.  flow 

1450  cfs 
32.61   Outlet  of  St.  Mary  Lake 

32.7  Wharf,  private  (R  shore) 
33*9    Argyle  Creek  (L  shore) 
34.5    Head  of  St.  Mary  Lake 

34.8  Alki  Creek  (L  bank) 
36.8    Meacham  Creek  (R  bank) 

42.1  Redding  Creek  (R  bank,  4th  order) 

0.0    (at  confluence  with  St.  Mary  R.) 
0.4    Tower  Creek  (R  bank) 
6.4    Overhead  power line,  EKP&L 
12.8    Overhead  powerline,  EKP&L 
50.1    Dewar  Creek  (L  bank) 
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River 
Mile 

Location 
miles 

336.4 

338.6 


3^5-9 


348.9 

350.8 
351.8 
353.8 
359-9 


360.3 
360.31 

362.6 


371-6 
376.8 


Description 


Pile  Dolphin 

Mather  Creek  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
4.8    B.C.  Hwy  bridge 
8.6    B.C.  Hwy  93  &  95  bridge 

Lewis  Creek  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.3    CPR  bridge 
0.6    B.C.  Hwy  bridge 
1.1    Dam  and  reservoir 

Ta  Ta  Creek  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
1.3    B.C.  Hwy  93  bridge,  TA  TA  CREEK 

CPR  bridge 

B.C.  Hwy  93  bridge 

Wolf  Creek  (L  bank) 

Lussier  River  (L  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.4    Local  bridge 
5.5    Local  bridge 
5.51   Overhead  telephone  line,  B.C.  Tel. 

B.C.  Hwy  93  &  95  bridge,  Skookumchuck 

WRB  gauge  near  Skookumchuck, 
Stn  #8NG-53 

Skookumchuck  Creek  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
0.6    WRB  gauge  and  cableway  near 

Skookumchuck,  Stn  #8NG-51 

1.5  Local  bridge 

1.51   Overhead  telephone  line,  B.C.  Tel. 

1.6  CPR  bridge 

Copper  Creek  (R  bank) 

Findlay  Creek  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River 
0.4    CPR  bridge 

11.7    WRB  gauge  near  CANAL  FLATS 

Stn  #8NG-1  (discontinued) 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


2760  2550  at 
avg .  flow 
4200  cfs 


252   2559 


2633 


277 
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River 
Mile 

Location 
miles 

380.6 

382.0 
382.01 

385.1 
390.8 
391-0 
393.5 
397-8 
399-6 
402.7 
402.8 

404.4 
411.6 

412.9 
413.2 

423.0 

427-5 
428.0 

429-7 
430.7 
431.0 
432.1 


Description 

Abandoned  canal  to  Columbia  Lake  at 
CANAL  FLATS 

B.C.  Hwy  93  &  95  bridge,  CANAL  FLATS 

WRB  gauge  at  CANAL  FLATS,  Stn  #8MF-2 

Submarine  telephone  cable,  B.C.  Tel. 

Nine  Mile  Creek  (L  bank) 

Local  bridge 

Dry  Creek  (R  bank) 

Mary  Anne  Creek  (R  bank) 

Gibraltar  Rock 

Kootenay  River  below  White  River 

White  River  (L  bank) 
0.01   Mouth  of  White  River 

Cedrus  Creek  (L  bank) 

Pedley  Creek  (R  bank) 

Fenvick  Creek  (L  bank) 

Palliser  River  (L  bank) 
0.01   Mouth  of  Palliser  River 

Bear  Creek  (R  bank) 

Cochran  Creek  (L  bank) 

Witness  Creek  (R  bank) 

Fadeaway  Creek  (R  bank) 

Yearling  Creek  (L  bank) 

Kootenay  National  Park  boundary 

Cross  River  (L  bank) 
0.01   Mouth  of  Cross  River 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


2080  2679  at 
avg.  flow 
3040  cfs 


1950 
558   2921 


270   3078 


234   3500 
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r 


River 
Mile 

Location 
miles 

433-5 
436.1 
442.6 

443.4 
448.1 
451.4 

451.5 


451.9 

457.5 

457.51 

459.9 

463.6 

467-5 

474.7 

485 


Description 

Minnow  Creek  (R  bank) 

Swede  Creek  (R  bank) 

Pitts  Creek  ( L  bank ) 

Nixon  Creek  (R  bank) 

Daer  Creek  (R  bank) 

Kootenay  River  below  Vermilion  River 

Vermilion  River  (R  bank,  3rd  order) 
0.0    (at  confluence  with  Kootenay  River) 
8.7    WRB  gauge  and  cableway  near  RADIUM 
HOT  SPRINGS,  Stn  #8NF-4 
19.4    B.C.  Hwy  93  bridge,  Vermilion 
Crossing 

Dolly  Varden  Creek  (L  bank) 

B.C,  Hwy  93  bridge,  Kootenay  Crossing 

WRB  gauge  near  RADIUM  HOT  SPRINGS, 
Stn  #8NF-1 

Lost  Creek  (L  bank) 

White tail  Creek  (L  bank) 

Symond  Creek  (L  bank) 

Confluence  of  East  and  West  Forks  of  the 
Kootenay  River 

Approximate  headwaters  of  the  Eastern  Fork 
Kootenay  River  drainage 


Drainage 

Area 
sq. miles 


Water 

Elev. 

ft. 


570 


360 


3800 


160 
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COMPLETED   REPORTS   OF  THE 

HYDROLOGY   SUBCOMMITTEE 

COLUMBIA   BASIN    INTER-AGENCY   COMMITTEE 


1.  Stream  Gaging  Stations  in  the  Pacific  Northwest  as  of 
June  30,  1947  -  June,  1948 

2.  Estimate  of  Runoff  from  Columbia  River  Basin  in  Nevada  - 
August  9,  1949 

3.  Recommended  Program  of  Columbia  Basin  Snow  Courses  and 
Schedule  of  Measurements  -  August  10,  1951 

4.  An  Evaluation  of  the  Art  of  Rain  Making  -  June  16,  1953 

5.  Pacific  Northwest  Hydrologic  Data  Collection  Program  - 
January,  1959 

6.  Pacific  Northwest  Hydrologic  Data  Collection  Program, 
Summary  -  September,  1959 

7.  Inventory  Hydrologic  Investigations  and  Related  Studies, 
Pacific  Northwest  -  June,  1962 

8.  River  Mile  Index,  Main  Stem  Columbia  River  -  June,  1962 

9.  Implementation  of  Pacific  Northwest  Hydrologic  Data 
Collection  Program  -  January,  1963 

10.  River  Mile  Index,  Deschutes  River  -  June,  1963 

11.  River  Mile  Index,  Willamette  River  -  June,  1963 

12.  River  Mile  Index,  John  Day  River  -  October,  1963 

13.  River  Mile  Index,  Spokane  River  -  April,  1964 

14.  River  Mile  Index,  Wenatchee  River,  Entiat  River,  Chelan 
River,  Met how  River  -  September,  1964 

15.  River  Mile  Index,  Yakima  River  -  October,  1964 

16.  River  Mile  Index,  Snake  River  -  January,  1965 

17.  River  Mile  Index,  Clark  Fork-Pend  Oreille  -  July,  1965 

18.  River  Mile  Index,  Columbia  River  Main  Stem  in  Canada  - 
July,  1965 

19.  River  Mile  Index,  Kootenay-Kootenai  -  November,  1965 


